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• Before using your camera, read this manual carefully to ensure correct use. 

• We recommend that you take test shots to get accustomed to your camera 
before taking important photographs. 

• Please observe the safety precautions at the end of this manual. 

• The screen and camera illustrations shown in this manual were produced 
during the development stages and may differ from the actual product. Unless 
otherwise specified, the explanation about these illustrations is provided for 
FE-320/X-835/C-540. 
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Gather these items (box contents) 




Battery Charger USB Cable AV Cable OLYMPUS Master 2 
(LI-40C) CD-ROM 



Items not shown: Advanced Manual (CD-ROM), Basic Manual (this manual), 
and the Warranty Card. Contents may vary depending on purchase location. 




• Pull the strap tight so that it does not come loose. 



Prepare the camera 



a. Charge the battery. 



Power Cable 









En | 


ODD 



AC Wall 
Outlet 




Lithium Ion 
Battery 

Battery 
Charger 



r Charging Indicator 

Red light on: Charging 
Light off: Charging complete 
(Charging time: Approx. 
5 hours) 



• Battery comes partially charged, 
b. Insert the battery and an xD-Picture Card 
(optional). 

®/+® 




• Insert the battery by 
putting in the T marked 
side first, with the O 
marks toward the 
battery lock knob. 
If you insert the battery 
incorrectly, you will not be 
able to remove it. Do not 
use force. Damage to the 
battery exterior 
(scratches, etc.) may 
produce heat or an 
explosion. Contact 
authorized distributors/ 
service centers. 



Battery lock knob 

To remove the battery, press the 
battery lock knob in the direction 
of the arrow. 
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Prepare the camera 






\ on 
tjOJ 

\ a 







» Orient the card as shown in the 
illustration and insert it straight into 
the card slot. 

Insert the card until it clicks into place. 



To remove the card, push the card all 
the way in, release slowly, grasp the 
card, then remove. 



• You can shoot pictures with this camera even without using an 
optional xD-Picture Card™ (hereinafter referred to as "the card"). If an 
xD-Picture Card is not inserted, your pictures will be saved to the 
internal memory. Fordetailsonthecard, please referto the Advanced 
Manual. 
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Turn the camera on 



This explains how to turn on the camera in shooting mode. 

a. Set the mode dial to HHE - 




■ When shooting still pictures 



When shooting movies 



Still picture shooting modes 



The camera determines the optimum settings for the shooting conditions 
automatically. 

P The camera automatically sets the optimum aperture value and shutter 

speed. 

((<fl)) This function reduces the blur incurred by a moving subject, or camera 

shake when taking pictures. 

Suitable for taking pictures of people. 
At Suitable for taking pictures of a landscape. 

SCENE Select from 1 3 available scene modes according to the shooting conditions. 
GUIDE Use the shooting guide displayed on the screen to shoot pictures according 
to the situation. 



b. Press the POWER button. 



POWER button 




© 




CANCEL»il 



• This screen is 
displayed if the date 
and time are not set. 
• To turn off the camera, press the POWER button once again. 



A 

I 



The directions of the arrow pad is indicated with 
AV<]|> in the supplied instruction manual. 



o 

V 
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Set the date and time 



g ||KflAHJ 



CANCEL*!EJ!J 



.Y-M-D 

- Hour 

- Minute 

- Date formats (Y-M-D, M-D-Y, D-M-Y) 



I Cancels the setting 

a. Press the A^/S and Vci) buttons to select [Y]. 

• The first two digits of the year are fixed. 

Aa/,0, button 




V0 button 

b. Press the button. 




CANCEL*™ 














0 


\ 




X, 


"ok 












S 


/ 



> % button 



c. Press the AH/S and Vi£> 
buttons to select [M]. 



® 

Y M D TIME 



2008 [jji]. — — : — 



CANCEL»S™ 



7 



Set the date and time 



d. Press the button. 

e. Press the AH/fl and V0 
buttons to select [D]. 



f. Press the button. 

g. Press the Aa/fl and V0 
buttons to select the hours and 
minutes. 

• The time is displayed in the 24-hour format. 

h. Press the button. 

i. Press the AH/fl and V0 
buttons to select [Y/M/D]. 



® 



Y M D TIME 



2008. 08. gj] Y/M/D 



CANCEL'S 



® 


Y M D 


TIME 










2008 . 08 . 26 


12:[[J> 


Y/M/D 


CANCEL'S 


^7 


SET'LOK] 





Y M D 


TIME 






2008 . 08 . 26 


12:30 OM'Mill 






CANCEL'S 


SET* [OKI 



j. After all settings have been set, press 



• For a more accurate setting, press [Je] when the time signal hits 00 
seconds. 




The number of storable 
still pictures is displayed. 
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Set the language 



a. Press the MENU button to display the top menu. 




b. Press the buttotvto select 
[SETUP], and press 



c. Press the AH/fl and V0 
buttons to select [^GD], and 
press 



d. Press the arrow pad (AV<1I>) 
to select a language, and press 



You can add other languages to your camera 
with the provided OLYMPUS Master software. 
Please refer to the Advanced Manual. 




EXIT»S SET ♦ [OKI 



SETUP 


1 


FORMAT 




2 


BACKUP 




3 


•-G1 


I ENGLISH 






PIXEL MAPPING 






O/E 


NO 




EXIT'S™ 


SET»[OK) 



A fT=l 





a*fg 


FRANC AIS 




DEUTSCH 




ESPANOL 


*x mm 


ITALIANO 
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Take a picture 



a. Hold the camera. 



Horizontal grip Vertical grip 




• The AF target mark lights green when focus Place this mark over your 
and exposure lock. Shutter speed and subject. 

aperture are also displayed. 

• If the AF target mark blinks in red, the 
camera is unable to focus. Try locking focus 
again. 

c. Shoot. 
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Review your pictures 



a. Press the [►] button. 




Displays the previous image 




a. Press the and buttons to display the 
picture you want to erase. 

b. Press the \Q\I$ button. 




c. Press the AHAQi button, select [YES], and press 

ok] 

FUNC . 




Basic operation 



c 




While in shooting mode, use these buttons for quick access to some of the more 
commonly used features. 



O Cl button (Shooting) 

Selects the shooting mode. 
0 H button (Playback) 

Selects the playback mode. 
0 MENU button 

Displays the top menu. 
O \Q)l'm button (Backlight boost/Erase) 

Press IOI in shooting mode. The monitor becomes brighter for 10 seconds. 
© Arrow pad (AV<H>) 

Selects scenes, playback pictures and menu items. 
0 <k1i button (Macro Mode) 

Enables macro or super macro mode for taking close-up pictures. 
O ABfl button (Exposure Compensation/Print) 

While in shooting mode, press this button to adjust the exposure compensation value, 

which affects picture brightness. 
0 D> % button (Flash Mode) 

Selects from 4 flash modes - AUTO, <§> (Red-eye reduction), k (Fill-in flash), or © 

(Flash off). 
0 @ button (OK/FUNC) 

Displays the function menu and sets the functions often used in shooting mode. 

Also confirms and sets your selection of menu items. 
© Vi<) button (Self-timer) 

Sets the self-timer to take the shot approximately 1 2 seconds after the shutter button is 

pressed. 
0 DISP./© button 

Press DISP./ © repeatedly to display the composition guide lines. 

Select a menu item, and press DISP./© to display an explanation of its function. 




© 



o 
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This function allows you to switch the SCENE (scene mode) according to the 
subject. 

O Set the mode dial to SCENE. 



NIGHT+PORTRAIT 



M - 



EXIT»H SET'fOK] 




Mode Dial 



J-A/V 



0 Press A/V to select the scene modes and press [ 
Shooting Scene Modes 

• * a NIGHT+PORTRAIT • & NIGHT SCENE 

• INDOOR • 44» CANDLE 

• Jfc SUNSET • |0 FIREWORKS 

• I| CUISINE • ir DOCUMENTS 

• £3 SMILE SHOT 



SPORT 
A SELF PORTRAIT 
El BEHIND GLASS 
\ AUCTION 



c 

s% 



J 



This mode lets you take pictures as close as 10 cm (3.9 in.) to your subject, (at 
the widest angle) 

Use this mode to take pictures as close as 5 cm/2.0 in. (FE-320/X-835/C-540)/ 
3 cm/1 .2 in.(FE-340/X-855/C-560) to your subject. In s % mode, the position of 
the zoom lens is fixed. 



O Press the <]JJ button repeatedly to select [JJ] or [ s %] and press d§. 
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O Press the [>£ button repeatedly to select the flash mode and press 

0 Press the shutter button halfway. 

• When the flash is set to fire, the 4 mark lights. 

© Press the shutter button completely to take the picture. 



Icon 


Flash Mode 


Description 


No 
indication 


Auto flash 


The flash fires automatically in low light or backlight 
conditions. 


<§> 


Red-eye 
reduction flash 


The red-eye reduction flash mode significantly reduces 
this phenomenon by emitting pre-flashes before firing 
the regular flash. 




Fill-in flash 


The flash fires regardless of the available light. 


© 


Flash off 


The flash does not fire. 



( ) 

O Press the V0 button to select [ON] and press [||]. 

0 Press the shutter button completely to take the picture. 
• The self-timer lamp lights for approximately 10 seconds after 
the shutter button is pressed, then starts blinking. After blinking 
for approximately 2 seconds, the picture is taken. 



Self-timer Lamp 




• To save the battery power, the camera automatically enters sleep mode and 
stops operating if not used for approximately 3 minutes. Operate the shutter 
button or zoom lever to reactivate the camera. 

• If the camera is not operated for approximately 12 minutes after the camera 
enters sleep mode, it automatically retracts the lens and turns off. To resume 
operation, turn on the power again. 



Self-timer Lamp 



c 



OLYMPU 

FE-320/X-835/ 
C-540 
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Menus and settings 



c 



O Press the MENU button to display the top menu on the monitor. 
0 Use the arrow pad (A V<ll>) to select menu items. 



Top menu in shooting 
mode 




MENU button 



EXIT'S 



SET » [OK] 



IMAGE QUALITY 

Sets image quality and resolution. 

CAMERA MENU 

Adjusts various shooting settings. 

RESET 

Resets to the factory default settings. 
SCENE 

Select a scene according to the subject and shooting condition. 
SILENT MODE 

Mutes the operation sounds, warning sounds, shutter sound, etc... during 

shooting and playback. 

SETUP 

Sets the date and time, language and other settings. 



Erase All Pictures 



O Press the MENU button to display the top menu 
in playback mode. 

© Select [ERASE] -> [ALL ERASE], and press 



© Select [YES], and press g 
• All the pictures are erased. 



On] 



CANCEL'S™ 



SET '[OK] 
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Connecting the camera 



Use the AV cable provided with the camera to playback recorded images on your 
TV. Both still pictures and movies can be played back. 

O Make sure that the TV and camera are turned off. Connect the multi- 
connector on the camera to the video input terminal on the TV using the AV 
cable. 

FE-320/X-835/C-540 



Multi-connector 




Connector cover 



FE-340/X-855/C-560 



Connect to the TV's 
video input (yellow) and 
audio input (white) 
terminals. 




AV cable (provided) 



0 Turn the TV on and set it to the video input mode. 

• For details on switching to video input, refer to your TV's instruction manual. 

© Turn the camera on and press the [t] button to select the playback mode. 

• The last picture taken is displayed on the TV. Use the arrow pad (A VO^-) to select 
the picture you want to display. 
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Using the provided USB cable, you may connect your camera directly to a 
PictBridge compatible printer to make prints. You can print a picture with simple 
operations. 

O In playback mode, display the picture you want to print out on the monitor. 

0 Connect one end of the provided USB cable into the camera's multi- 
connector and the other end into the printer's USB connector. 



FE-320/X-835/C-540 




USB cable 



© Press the AH/,0, button. 

• Printing starts. 

• When you are finished, disconnect the USB cable 
from the camera with the picture selection screen 
displayed. 




e ^^jjamm 

EASY PRINT START »,E1 
PC / CUSTOM PRINT « IOKl 
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Transfer images 



a. Install the software 

O Insert the OLYMPUS Master CD-ROM. 

0 Windows: Click the "OLYMPUS Master 2" 
button. 

Macintosh: Double-click the "Setup" icon. 
0 Simply follow the on-screen instructions. 



b. Connect the camera to the computer 

O Connect the camera and computer using the USB cable (provided). 
• The monitor will turn on automatically. 

FE-320/X-835/C-540 




FE-340/X-855/C-560 




0 Select [PC] on the monitor, and press |&). 



• Your PC will now recognize your camera as a 
removable storage drive. 



USB 












PC 






EASY fnmT 






CUSTOM PRINT 






EXIT 








SET»IOKl 
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c. Transfer images to the computer 

O With the camera now connected, open OLYMPUS Master 
0 Click "Transfer Images" on the browse 



window, and then click "From Camera" fa 



© Simply follow the on-screen instructions. 





t,- - 
■- 


BIIBllllbIB 
'■■■■■■■til 

mat mmm 9 ti aJ 

■ HlHMtilHk-flM 


i 



Tips 



• For more detailed information regarding camera setup and usage, please 
refer to the camera's "Advanced Manual" provided on CD-ROM. 

• For additional assistance, refer to the "Help" file in the OLYMPUS Master 
software. 
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OLYMPUS Master software 



OLYMPUS Master Software: Use this software to 
download pictures from the camera, view, organize, 
retouch, e-mail and print your digital pictures, movies and 
more! 

# System Requirements 




OS 


Windows 2000 Professional/XP Home Edition/XP Professional/Vista 
or Mac OS X (v1 0.3 or later) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/ 
Duo 1.5 GHz, or later 


RAM 


256 MB or more 


Hard Disk 


500 MB or more free space 


Connection 


USB port/IEEE 1394 port 


Monitor 


1024 x 768 pixels resolution or more with minimum 65,536 colors 
(Windows), 32,000 colors (Macintosh) 


Other 


Internet Explorer 6 or later (Windows), Safari 1.0 or later, 
QuickTime 6 or later (Macintosh) 



For the latest support information, visit the Olympus website 
(http://www.olympus.com/) 



User Registration 



Register your camera when you install OLYMPUS Master to activate your 
warranty, receive notifications for software and camera firmware updates, 
and more. 
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Specifications 



• Camera 



Product type 
Recording system 
Still pictures 

Applicable standards 

Sound with still 
pictures 
Movie 
Memory 

Numberof effective pixels 
Image pickup device 

Lens 



Photometric system 
Shutter speed 
Shooting range 



Monitor 

Outer connector 
Automatic calendar system 
Operating environment 
Temperature 

Humidity 
Power supply 
Dimensions 



Weight 



Digital camera (for shooting and displaying) 

Digital recording, JPEG (in accordance with Design rule for 
Camera File system (DCF)) 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image 
Matching III, PictBridge 
Wave format 

AVI Motion JPEG 
Internal memory 

xD-Picture Card (16 MB - 2 GB) (Type HIM, Standard) 
8,000,000 pixels 

1/2.35" CCD (primary color filter), 

8,500,000 pixels (gross) 

FE-320/X-835/C-540: 

Olympus lens 6.3 to 18.9 mm, f3.1 to 5.9 

(equivalent to 36 to 108 mm on a 35 mm camera) 

FE-340/X-855/C-560: 

Olympus lens 6.3 to 31 .5 mm, f3.5 to 5.6 

(equivalent to 36 to 180 mm on a 35 mm camera) 

Digital ESP metering 

4 to 1/2000 sec. 

FE-320/X-835/C-540: 

0.6 m (2.0 ft.) to oo (W), 1.0 m (3.2 ft) to oo (T) (normal) 
0.1 m (0.3 ft.) to oo (W), 0.6 m (2.0 ft.) to oo (T) (macro 
mode) 

0.05 m (0.2 ft.) (super macro mode) 
FE-340/X-855/C-560: 

0.6 m (2.0 ft.) to oo (W), 1.0 m (3.2 ft) to oo (T) (normal) 
0.1 m (0.3 ft.) to oo (W), 0.6 m (2.0 ft.) to oo (T) (macro 
mode) 

0.03 m (0.1 ft.) (super macro mode) 
2.7" TFT color LCD display, 230,000 dots 
USB connector, A/V OUT jack (multi-connector) 
2000 up to 2099 

0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4°F to 140°F) (storage) 
30% to 90% (operation )/10% to 90% (storage) 
One Olympus lithium ion battery (LI-42B/LI-40B) 
FE-320/X-835/C-540: 

91.3 mm (W) * 56.8 mm (H) * 19.1 mm (D) 
(3.6 x 2.2 x 0.8 in.) 
(excluding protrusions) 
FE-340/X-855/C-560: 

96.9 mm (W) * 57.5 mm (H) * 22.6 mm (D) 
(3.8x2.3x0.9 in.) 
(excluding protrusions) 

FE-320/X-835/C-540: 95 g (3.4 oz) without battery and card 
FE-340/X-855/C-560: 1 16 g (4.1 oz) without battery and card 
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i Lithium ion battery (LI-42B) 



Product type 
Standard voltage 
Standard capacity 
Battery life 

Operating environment 
Temperature 

Dimensions 
Weight 



Lithium ion rechargeable battery 
DC 3.7 V 
740 mAh 

Approx. 300 full charges (varies on usage) 

0°C to 40°C (32°F to 104T) (charging)/ 
-10°C to 60°C (14°F to MOT) (operation)/ 
-20°C to 35°C (-4°F to 95°F) (storage) 
31.5 x 39.5 x 6 mm (1.2 x 1.5 x 0.2 in.) 
Approx. 15 g (0.5 oz) 



i Battery charger (LI-40C) 



Power requirements 
Output 

Charging time 
Operating environment 
Temperature 

Dimensions 
Weight 



AC 100 to 240 V (50 to 60 Hz) 
3.2 VA (100 V) to 5.0 VA (240 V) 
DC 4.2 V, 200 mA 
Approx. 5 hours 

0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4°F to 140°F) (storage) 
62 x 23 x 90 mm (2.4 x 0.9 x 3.5 in.) 
Approx. 65 g (2.3 oz) 



Design and specifications subject to change without notice. 
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Safety Precautions 



A 



CAUTION 



RISK OF ELECTRIC SHOCK 
DO NOT OPEN 



A 



CAUTION: TO REDUCE THE RISK OF ELECTRICAL SHOCK, DO NOT 
REMOVE COVER (OR BACK). NO USER-SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED OLYMPUS SERVICE PERSONNEL. 



A 
A 
A 
A 



DANGER 
^ WARNING 
K CAUTION 



An exclamation mark enclosed in a triangle alerts you to important operating and 
maintenance instructions in the documentation provided with the product. 



If the product is used without observing the information given under this symbol, serious 
injury or death may result. 



If the product is used without observing the information given under this symbol, injury or 
death may result. 



If the product is used without observing the information given under this symbol, minor 
personal injury, damage to the equipment, or loss of valuable data may result. 



WARNING! 

TO AVOID THE RISK OF FIRE OR ELECTRICAL SHOCK, NEVER DISASSEMBLE, EXPOSE THIS PRODUCT 
TO WATER OR OPERATE IN A HIGH HUMIDITY ENVIRONMENT. 



c 



eneral Precaution 



Read All Instructions — Before you use the product, read all operating 

instructions. Save all manuals and documentation for future reference. 
Cleaning — Always unplug this product from the wall outlet before cleaning. Use 

only a damp cloth for cleaning. Never use any type of liquid or aerosol cleaner, 

or any type of organic solvent to clean this product. 
Attachments — For your safety, and to avoid damaging the product, use only 

accessories recommended by Olympus. 
Water and Moisture — For precautions on products with weatherproof designs, 

read the weatherproofing sections. 
Location — To avoid damage to the product, mount the product securely on a 

stable tripod, stand, or bracket. 
Power Source — Connect this product only to the power source described on 

the product label. 

Foreign Objects — To avoid personal injury, never insert a metal object into the 
product. 

Heat — Never use or store this product near any heat source such as a radiator, 
heat register, stove, or any type of equipment or appliance that generates 
heat, including stereo amplifiers. 
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andhng the Camei 



A WARNING 

# Do not use the camera near flammable or explosive gases. 

# Do not use the flash and LED on people (infants, small children, 
etc.) at close range. 

• You must be at least 1 m (3 ft.) away from the faces of your subjects. Firing 
the flash too close to the subject's eyes could cause a momentary loss of 
vision. 

# Keep young children and infants away from the camera. 

• Always use and store the camera out of the reach of young children and 
infants to prevent the following dangerous situations which could cause 
serious injury: 

• Becoming entangled in the camera strap, causing strangulation. 

• Accidentally swallowing the battery, cards or other small parts. 

• Accidentally firing the flash into their own eyes or those of another child. 

• Accidentally being injured by the moving parts of the camera. 

# Do not look at the sun or strong lights with the camera. 

# Do not use or store the camera in dusty or humid places. 

# Do not cover the flash with a hand while firing. 

A CAUTION 

# Stop using the camera immediately if you notice any unusual 
odors, noise, or smoke around it. 

• Never remove the batteries with bare hands, which may cause a fire or 
burn your hands. 

# Never hold or operate the camera with wet hands. 

# Do not leave the camera in places where it may be subject to 
extremely high temperatures. 

• Doing so may cause parts to deteriorate and, in some circumstances, 
cause the camera to catch fire. Do not use the charger if it is covered (such 
as a blanket). This could cause overheating, resulting in fire. 

# Handle the camera with care to avoid getting a low-temperature 
burn. 

• When the camera contains metal parts, overheating can result in a low- 
temperature burn. Pay attention to the following: 

• When used for a long period, the camera will get hot. If you hold on to 
the camera in this state, a low-temperature burn may be caused. 

• In places subject to extremely cold temperatures, the temperature of the 
camera's body may be lower than the environmental temperature. If 
possible, wear gloves when handling the camera in cold temperatures. 

# Be careful with the strap. 

• Be careful with the strap when you carry the camera. It could easily catch 
on stray objects - and cause serious damage. 
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attery Handling Precautio 



Follow these important guidelines to prevent batteries from leaking, 
overheating, burning, exploding, or causing electrical shocks or burns. 

A DANGER 

• The camera uses a lithium ion battery specified by Olympus. Charge the 
battery with the specified charger. Do not use any other chargers. 

• Never heat or incinerate batteries. 

• Take precautions when carrying or storing batteries to prevent them from 
coming into contact with any metal objects such as jewelry, pins, fasteners, etc. 

• Never store batteries where they will be exposed to direct sunlight, or subjected 
to high temperatures in a hot vehicle, near a heat source, etc. 

• To prevent causing battery leaks or damaging their terminals, carefully follow 
all instructions regarding the use of batteries. Never attempt to disassemble a 
battery or modify it in any way, by soldering, etc. 

• If battery fluid gets into your eyes, flush your eyes immediately with clear, cold 
running water and seek medical attention immediately. 

• Always store batteries out of the reach of small children. If a child accidentally 
swallows a battery, seek medical attention immediately. 

A WARNING 

• Keep batteries dry at all times. 

• To prevent batteries from leaking, overheating, or causing a fire or explosion, 
use only batteries recommended for use with this product. 

• Insert the battery carefully as described in the operating instructions. 

• If rechargeable batteries have not been recharged within the specified time, 
stop charging them and do not use them. 

• Do not use a battery if it is cracked or broken. 

• If a battery leaks, becomes discolored or deformed, or becomes abnormal in 
any other way during operation, stop using the camera. 

• If a battery leaks fluid onto your clothing or skin, remove the clothing and flush 
the affected area with clean, running cold water immediately. If the fluid burns 
your skin, seek medical attention immediately. 

• Never subject batteries to strong shocks or continuous vibration. 

A CAUTION 

• Before loading, always inspect the battery carefully for leaks, discoloration, 
warping, or any other abnormality. 

• The battery may become hot during prolonged use. To avoid minor burns, do 
not remove it immediately after using the camera. 

• Always unload the battery from the camera before storing the camera for a long 
period. 
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For customers in Europe 

"CE" mark indicates that this product complies with the European 
requirements for safety, health, environment and customer protection. "CE" 
mark cameras are intended for sales in Europe. 

This symbol [crossed-out wheelie bin WEEE Annex IV] indicates separate 
collection of waste electrical and electronic equipment in the EU countries. 
Please do not throw the equipment into the domestic refuse. 
Please use the return and collection systems available in your country for the 
disposal of this product. 




Use Only Dedicated Rechargeable Battery and Battery Charger 

We strongly recommend that you use only the genuine Olympus dedicated 

rechargeable battery and battery charger with this camera. 

Using a non-genuine rechargeable battery and/or battery charger may result in 

fire or personal injury due to leakage, heating, ignition or damage to the battery. 

Olympus does not assume any liability for accidents or damage that may result 

from the use of a battery and/or battery charger that are not genuine Olympus 

accessories. 

Trademarks 

• IBM is a registered trademark of International Business Machines Corporation. 

• Microsoft and Windows are registered trademarks of Microsoft Corporation. 

• Macintosh is a trademark of Apple Inc. 

• xD-Picture Card™ is a trademark. 

• All other company and product names are registered trademarks and/or 
trademarks of their respective owners. 

• The standards for camera file systems referred to in this manual are the 
"Design Rule for Camera File System/DCF" standards stipulated by the Japan 
Electronics and Information Technology Industries Association (JEITA). 
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Provisions of warranty 

1 . If this product proves to be defective, although it has been used properly (in accordance with the 
written Handling Care and Operating instructions supplied with it), during a period of two years 
from the date of purchase from an authorized Olympus distributor within the business area of 
Olympus Imaging Europa GmbH as stipulated on the website: http://www.olympus.com this 
product will be repaired, or at Olympus's option replaced, free of charge. To claim under this 
warranty the customer must take the product and this Warranty Certificate before the end of the 
two year warranty period to the dealer where the product was purchased or any other Olympus 
service station within the business area of Olympus Imaging Europa GmbH as stipulated on the 
website: http://www.olympus.com. During the one year period of the World Wide Warranty the 
customer may turn the product in at any Olympus service station. Please notice that not in all 
countries such Olympus service station exists. 

2. The customer shall transport the product to the dealer or Olympus authorized service station at 
his own risk and shall be responsible for any costs incurred in transporting the product. 

3. This warranty does not cover the following and the customer will be required to pay repair 
charge, even for defects occurring within the warranty period referred to above. 

(a) Any defect that occurs due to mishandling (such as an operation performed that is not 
mentioned in the Handling Care or other sections of the instructions, etc.) 

(b) Any defect that occurs due to repair, modification, cleaning, etc. performed by anyone other 
than Olympus or an Olympus authorized service station. 

(c) Any defect or damage that occurs due to transport, a fall, shock, etc. after purchase of the 
product. 

(d) Any defect or damage that occurs due to fire, earthquake, flood damage, thunderbolt, other 
natural disasters, environmental pollution and irregular voltage sources. 

(e) Any defect that occurs due to careless or improper storage (such as keeping the product 
under conditions of high temperature and humidity, near insect repellents such as 
naphthalene or harmful drugs, etc.), improper maintenance, etc. 

(f) Any defect that occurs due to exhausted batteries, etc. 

(g) Any defect that occurs due to sand, mud, etc. entering the inside of the product casing. 

(h) When this Warranty Certificate is not returned with the product. 

(i) When any alterations whatsoever are made to the Warranty Certificate regarding the year, 
month and date of purchase, the customer's name, the dealer's name, and the serial 
number. 

(j) When proof of purchase is not presented with this Warranty Certificate. 

4. This Warranty applies to the product only; the Warranty does not apply to any other accessory 
equipment, such as the case, strap, lens cap and batteries. 

5. Olympus's sole liability under this warranty shall be limited to repairing or replacing the product. 
Any liability for indirect or consequential loss or damage of any kind incurred or suffered by the 
customer due to a defect of the product, and in particular any loss or damage caused to any 
lenses, films, other equipment or accessories used with the product or for any loss resulting from 
a delay in repair or loss of data, is excluded. Compelling regulations by law remain unaffected 
by this. 

Notes regarding warranty maintenance 

1 . This warranty will only be valid if the Warranty Certificate is duly completed by Olympus or an 
authorized dealer or other documents contain sufficient proof. Therefore, please make sure that 
your name, the name of the dealer, the serial number and the year, month and date of purchase 
are all completed or the original invoice or the sales receipt (indicating the dealer's name, the 
date of purchase and product type) is attached to this Warranty Certificate. Olympus reserves 
the right to refuse free-of -charge service if neither Warranty Certificate is completed nor the 
above document is attached or if the information contained in it is incomplete or illegible. 

2. Since this Warranty Certificate will not be re-issued, keep it in a safe place. 

* Please refer to the list on the website: http://www.olympus.com for the authorized international 

Olympus service network. 
Disclaimer of Warranty 

Olympus makes no representations or warranties, either expressed or implied, by or concerning 
any content of these written materials or software, and in no event shall be liable for any impelled 
warranty purchase are all completed or the original invoice or the sales receipt of merchantability or 
fitness for any particular purpose or for any consequential, incidental or indirect damages (including 
but not limited to damages for loss of business profits, business interruption and loss of business 
information) arising from the use of inability to use these written materials or software. Some states 
do not allow the exclusion or limitation of liability for consequential or incidental damages, so the 
above limitations may not apply to you. 
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• Avant d'utiliser votre appareil photo, lisez attentivement ce manuel pour 
garantir une utilisation correcte. 

• Nous vous recommandons de prendre des photos-test pour vous habituer a 
votre appareil avant de commencer a prendre de vraies photos. 

• Veillez a ce que les mesures de securite presentees a la fin de ce manuel soit 
respectees. 

• Les captures d'ecran et les illustrations de I'appareil photo presentees dans 
ce manuel ont ete realisees au cours des phases de developpement et 
peuvent ne pas correspondre au produit reel. Sauf indication contraire, les 
illustrations utilisees sont basees sur le modele FE-320/X-835/C-540. 
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Reunir ces elements (contenu de la boTte) 




Appareil photo Courroie Batterie au lithium-ion 

numerique (LI-42B) 




Chargeurde Cable USB Cable AV CD-ROM 

batterie (LI-40C) OLYMPUS Master 2 

Elements non illustres : Manuel Avance (CD-ROM), Manuel de Base 
(present manuel), carte de garantie. Le contenu est susceptible de varier en 
fonction du lieu d'achat. 



( ■JUJIIIJ.IIIJJ.IIJ ^ 




• Tendez la courroie afin qu'elle ne soit pas relachee. 



Preparer I'appareil photo 



a. Chargez la batterie. 



Cable d'alimentation 



Batterie au 
lithium-ion 



[n dj 



Prise 
secteur 




Chargeur 
de batterie 



r Indicateur de charge 

lume en rouge : Chargement en cours 
Eteint : Chargement termine 
(duree de chargement : environ 5 
heures) 



• La batterie est livree en partie chargee. 

b. Inserez la batterie et une xD-Picture Card (en option). 



► Inserez la batterie en 
glissant d'abord le cote 
portant indication T, 
en dirigeant indication 
© vers le bouton de 
verrouillage de la 
batterie. 

Si vous inserez la batterie 
incorrectement, vous ne 
pourrez plus la retirer. Ne 
pas forcer. La batterie 
risque de surchauffer ou 
d'exploser si elle est 
endommagee (eraflures, 
etc.). Contactez un 
distributeur/centre de 
service agree. 




Bouton de 
verrouillage de la 
batterie 



► Pour retirer la batterie, appuyez sur le bouton de verrouillage 
de la batterie dans le sens indique par la fleche. 
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Preparer I'appareil photo 




• Avec cet appareil photo, vous pouvez prendre des photos sans inserer la 
xD-Picture Card™ en option (appelee ci-apres « la carte »). Si vous prenez 
des photos avec cet appareil photo sans utiliser une xD-Picture Card, elles 
seront enregistrees dans la memoire interne. Pour plus d'informations sur 
I'insertion de la carte, reportez-vous au Manuel Avance. 
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Allumer I'appareil photo 



Cette rubrique vous explique comment allumer I'appareil en mode de prise de vue. 

a. Amenez la molette mode sur HUB- 




-Lors de la prise d'images fixes 



- Lors de la prise de video 
Modes de prise de vue d'images fixes 

hVU>] L'appareil photo selectionne automatiquement les parametres optimaux 
pour les conditions de prise de vue. 

P L'appareil photo definit automatiquement la valeur de I'ouverture et la 

Vitesse d'obturation optimales. 

(dfl)) Cette fonction permet de reduire le flou d'un sujet en mouvement ou en cas 
de tremblement de l'appareil photo pendant la prise de vue. 

f| Ideal pour prendre des photos de personnes. 

At Ideal pour prendre des photos de paysages. 

SCENE Selectionnez-en un parmi les 13 modes de scene disponibles selon les 
conditions de prise de vue. 

GUIDE Utilisez le guide de prise de vue affiche a I'ecran pour prendre d'images 
fixes en fonction de la situation. 

b. Appuyez sur la touche POWER. 



Touche POWER 




© 




ANNULE»B 



• Cet ecran s'affiche si 
la date et I'heure ne 
sont pas reglees. 

i Pour eteindre l'appareil photo, appuyez sur la touche POWER. 

A 



Conseil 



Les directions de la molette de defilement sont indiquees par < - 
les symboles AV<II> dans le manuel d'instructions fourni. 
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Regler la date et I'heure 



ANNIE*"™ 



- A-M-J 

- Heure 

■ Minute 

■ Formats de date (A-M-J, M-J-A, J-M-A) 



I Annule les reglages 

a. Appuyez sur les touches A|2/r0i et V(£) pour 
selectionner [A]. 

• Les deux premiers chiffres de I'annee sont fixes. 

Touche AH/,0, 




Touche V0 



© 

A M J HEURE 
2008! 



»NNULE»H 



b. Appuyez sur la touche t> % ■ 




Touche O i 



Appuyez sur les touches A^l 
[D, et V0 pour selectionner 
[M]. 



® 



A M J HEURE 



2008 .[J].-- ~>- 



*NIIULE»§?5 
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Regler la date et I'heure 



d. Appuyez sur la touche t> % ■ 

e. Appuyez sur les touches 
AHAQ, et V0 pour 
selectionner [J]. 



f. Appuyez sur la touche t> 

g. Appuyez sur les touches 
Aa/fl et V0 pour 
selectionner les heures et les 
minutes. 

• L'heure est affichee au format 24 heures. 

h. Appuyez sur la touche t> % . 

i. Appuyez sur les touches 
Ag/fl et V«£> pour 
selectionner [A/M/J]. 



© 



A M J HEURE 



2008 08 — !— A/M/J 



ANNULE»SB) 



© 


A M J 


HEURE 






2008 . 08 . 26 


12{J]> A/M/J 






ANNULE»S 


CONF*fOKl 



© 



A M J HEURE 



2008.08.26 12 "30 < EWTWH 



ANNULE»S 



CONF»|OK| 



Une fois que vous avez parametre tous ces 
reglages, appuyez sur g. 

• Pour un reglage plus precis, appuyez sur lorsque I'horloge franchit 00 
seconde. 




Nombre de photos pouvant 
etre stockees. 
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Regler la langue 



a. Appuyez sur la touche MENU pour afficher le menu 
principal. 




Touche MENU 



b. Appuyez sur la touche D>£ 
pour selectionner [REGLAGE] 
et appuyez sur \f~ 



J.WlMKIWEliiltli 
QUITTE»II CONF«fOKl 



SiSltp SILlilSfiSE 
quitte»§b conf»[ok1 



c. Appuyez sur les touches A0/ 
[Oj et V0 pour selectionner 
ID], puis appuyez sur p~ 



REGLAGE 


1] 


FORMATER 




2 


SAUVEGARDER 




3 




I FRANCAIS 






PIXEL MAPPING 






O/LE 


NON 




QUITTE»»™ 


CONF»IOKJ 



Appuyez sur la molette de 
defilement (AV<>) pour 
selectionner une langue, puis 
appuyez sur p~ 



Vous pouvez ajouter d'autres langues a votre 
appareil a I'aide du logiciel OLYMPUS Master 
fourni. Reportez-vous au Manuel Avance. 





ENGLISH 








DEUTSCH 




ESPANOL 




ITALIANO 




BETOUR»!Sfi 


CONF'IOKJ 
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Prendre une photo 



a. Tenez I'appareil photo. 

Tenue horizontale 



Tenue verticale 




b. Effectuez la mise au point. 



Declencheur 




(Appuyez jusqu'a 
mi-course) 



Le repere de mise au point automatique 
s'allume en vert lorsque la mise au point et 
I'exposition sont verrouillees. La Vitesse 
d'obturation et I'ouverture s'affichent egalement. 
Le repere de mise au point automatique clignote 
en rouge lorsque I'appareil photo n'est pas en 
mesure d'effectuer la mise au point. Procedez de 
nouveau a la memorisation de la mise au point. 




c. Prenez la photo. 




Repere de mise au point 
automatique 

Placez ce repere sur le sujet. 



Le voyant d'acces de 
carte clignote. 
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Verifier les images 



a. Appuyez sur la touche [►]. 




Molette de 
defilement ( 



Touche H 



— ( *HjH5) — Affiche I'image suivante 




Affiche I'image precedente 



Effacer les images 



J 



d 

a. Appuyez sur les touches et \>% pour afficher 
I'image que vous voulez effacer. 

b. Appuyez sur la touche IQI/^. 




Touche IQI/'S? 




c. Appuyez sur la touche A^/fl, selectionnez [OUI], 
et appuyez sur (T^ 



Touche A^/fl 

'fl'. 
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Fonctionnement de base 



Touches du mode prise 



_ 



Lorsque vous etes en mode prise de vue, ces touches vous permettent 
d'acceder rapidement a certaines des fonctions les plus utilisees. 




O Touche O (Prise de vue) 

Selectionne le mode de prise de vue. 
0 Touche H (Affichage) 

Selectionne le mode d'affichage. 
0 Touche MENU 

Affiche le menu principal. 
O Touche IQI/'if? (Amplification contre-jour/Effacement) 

Appuyez sur IOI en mode prise de vue. L'ecran ACL devient plus lumineux pendant 10 

secondes. 

© Molettede defilement (A V<» 

Selectionne des scenes, des images affichees et des elements de menu. 
0 Touche <UU (Mode gros plan) 

Active le mode gros plan ou super gros plan pour la prise de photos rapprochees. 
O Touche A^/fl (compensation d'exposition/impression) 

En mode prise de vue, appuyez sur cette touche pour regler la valeur de compensation 

d'exposition qui modifie la luminosite de la photo. 
0 Touche >i (Mode flash) 

Selectionne un des quatre modes de flash - AUTO, <§> (Attenuant I'effet yeux rouges), £ 

(Flash d'appoint), ou (D (Flash desactive). 
0 Touche g (OK/FUNC) 

Affiche le menu de fonctions et definit les fonctions frequemment utilisees en mode 

prise de vue. 

Valide et definit egalement votre selection d'elements de menu. 
© Touche V0 (Retardateur) 

Selectionne le retardateur pour retarder la prise de vue d'environ 1 2 secondes une fois que le 

declencheur a ete enfonce. 
0 Touche DISP./© 

Appuyez plusieurs fois sur DISP./© P° ur afficher le quadrillage pour I'aide a la composition. 

Selectionnez un element du menu et appuyez sur DISP./© P° ur afficher I'explication de sa 

fonction. 
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Cette fonction vous permet de selectionner le mode SCENE (scene) en fonction 
du sujet. 

O Amenez la molette mode sur SCENE. 



NUIT + PORTRAIT 



QUITTE»H CONF»[OK] 




Molette mode 



hA/V 



Touche 



0 Appuyez sur A/V pour selectionner des modes de scene et appuyez sur | 

Modes de scene de prise de vue 

^ SCENE NUIT • ^ SPORT 

4j/ BOUGIE • £ AUTO PORTRAIT 

M FEUX DARTIFICES' [1 VITRINE 
# DOCUMENTS • <N ENCHERE 



• NUIT+PORTRAIT • 

• INTERIEUR 

• £ COUCHER DE SOLEIL- 

• f| CUISINE 

• O DETECTION VISAGE 



c 



J 



& Ce mode vous permet de prendre des photos a une distance de 10 cm. (avec 
le plus grand angle) 

s% Ce mode vous permet de prendre des photos a une distance de 5 cm (FE-320/ 
X-835/C-540) / 3 cm (FE-340/X-855/C-560). En mode s %, la position du zoom 
est fixe. 

O Appuyez plusieurs fois sur la touche <3fli pour selectionner [fll] ou [ s Ki] et 

appuyez sur 



39 



© Appuyez plusieurs fois sur la touche t> £ pour selectionner le mode de flash 
et appuyez sur |§[|. 

0 Appuyez sur le declencheur jusqu'a mi-course. 

• Lorsque le flash est regie pour se declencher, I'indication 4 s'allume. 

0 Enfoncez completement le declencheur pour prendre la photo. 



Icone 


Mode flash 


Description 


Aucune 
indication 


Flash 

automatique 


Le flash se declenche automatiquement lorsque 
I'eclairage est faible ou a contre-jour. 


<§> 


Flash attenuant 
I'effet "yeux 
rouges" 


Ce mode permet d'attenuer considerablement I'effet 
"yeux rouges" en emettant une serie de pre-eclairs 
avant de declencher le flash principal. 




Flash d'appoint 


Le flash se declenche quelles que soient les conditions 
d'eclairage. 


© 


Flash desactive 


Le flash ne se declenche pas. 



c 



Retardateur 



© Appuyez sur la touche V0 pour 
selectionner [ON] et appuyez sur §. 

0 Enfoncez completement le 

declencheur pour prendre la photo. 
• Le voyant du retardateur s'allume 
pendant environ 10 secondes apres 
que le declencheur ait ete enfonce, 
puis il clignote. La photo est prise apres 
environ 2 secondes de clignotement. 
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Voyant du 
retardateur 



Voyant du 
retardateur 




FE-320/X-835/ 
C-540 



FE-340/X-855/ 
C-560 



Fonctionnalite d'economie d'ener 



Pour economiser I'energie de la batterie, I'appareil photo passe 
automatiquement en mode veille et cesse de fonctionner apres 3 minutes 
d'inactivite environ. Actionnez le declencheur ou le levier de zoom pour 
reactiver I'appareil photo. 

Une fois qu'il est entre en mode veille, si I'appareil n'est toujours pas utilise au 
bout de 12 minutes, I'objectif se retracte automatiquement et I'appareil 
s'eteint. Pour I'utiliser a nouveau, remettez-le sous tension. 
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Menus et reglages 



c 



O Appuyez sur la touche MENU pour afficher le menu principal a I'ecran. 
0 Utilisez la molette de defilement (A V<1I>) pour selectionner des elements 



de menu. 




Touche MENU 



Menu principal en mode 
prise de vue 



na^lt^y ail 

CONF»[OKl 



QUALITE D'IMAGE 

Definit la qualite de I'image et la resolution. 
MENU APPAREIL 

Ajuste divers reglages de prise de vue. 
REINITIALI. 

Retablit les reglages d'usine par defaut. 
SCENE 

Selectionnez une scene en fonction du sujet et des conditions de prise de vue. 
SILENCE 

Desactive le son de fonctionnement, d'avertissement, du declencheur, etc. en 
mode prise de vue et d'affichage. 
REG LAG E 

Definit la date et I'heure, la langue et d'autres parametres. 



Effacement de toutes les photos 



O Appuyez sur la touche MENU pour afficher le 
menu principal en mode d'affichage. 

0 Selectionnez [EFFACER] -> [TOUT EFFAC] et 
appuyez sur §. 

© Selectionnez [OUI] et appuyez sur d§. 
• Toutes les images sont effacees. 



RETODH'H 



1 



CONF»IOK) 
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Connexion de I'appareil photo 




Utilisez le cable AV fourni avec I'appareil photo pour visualiser les images 
enregistrees directement sur votre televiseur. Vous pouvez lire ainsi a la fois les 
images fixes et les videos. 

© Assurez-vous que le televiseur et I'appareil photo sont eteints. Branchez le 
connecteur multiple de I'appareil photo a la prise d'entree video du televiseur 
avec le cable AV. 



FE-320/X-835/C-540 




A brancher aux bornes 
d'entree video (jaune) et 
d'entree audio (blanc) du 
televiseur. 



Cable AV (fourni) 



0 Allumez le televiseur et mettez-le en mode entree video. 

• Pour en savoir plus sur la commutation de I'entree video, veuillez consulter le manuel 
du televiseur. 

0 Allumez I'appareil photo et appuyez sur la touche [►] pour selectionner le 
mode d'affichage. 

• La derniere photo prise est affichee sur le televiseur. Utilisez la molette de defilement 
(AV<]I>) pour selectionner la photo que vous voulez afficher. 
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mpression airecte (Hctbriage 



A I'aide du cable USB fourni, vous pouvez connecter votre appareil photo 
directement a une imprimante compatible PictBridge pour effectuer des 
impressions. Vous pouvez imprimer facilement des images. 

O En mode d'affichage, affichez la photo que vous souhaitez imprimer sur 
I'ecran ACL. 

0 Connectez une des extremites du cable USB dans le connecteur multiple de 
I'appareil photo et I'autre dans le connecteur USB de I'imprimante. 

FE-320/X-835/C-540 



Connecteur multiple 






FE-340/X-855/C-560 

Connecteur multiple 



Couvercle du connecteur 




Appuyez sur la touche AHASj- 

• L'impression demarre. 

• Lorsque l'impression est terminee, deconnectez le 
cable USB de I'appareil photo. L'ecran de selection 
des photos s'affiche. 
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Transfert d'images 



a. Installez le logiciel 

O Inserez le CD-ROM OLYMPUS Master. 

0 Windows: Cliquezsur la touche "OLYMPUS 
Master 2". 
Macintosh: Double-cliquez sur I'icone 
"Setup". 

0 Suivez simplement les instructions a I'ecran. 




b. Connectez I'appareil photo a I'ordinateur 

© Connectez I'appareil photo et I'ordinateur a I'aide du cable USB (fourni). 
• L'ecran ACL s'allume automatiquement. 



FE-320/X-835/C-540 




0 Selectionnez [PC] a I'ecran ACL et appuyez sur 



• Votre PC reconnatt maintenant votre appareil photo 



USB 




CI pc 




IMPRbssiOiN FauLE 






IMPRESSION SPECIALE 






QUITTER 






CONF»|OKl 



comme unite de stockage amovible. 
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c. Transferez les images vers I'ordinateur 

O Gardez votre appareil photo connecte, puis ouvrez OLYMPUS Master. 

0 Cliquez sur "Transferer des images" dans 
la fenetre Parcourir, puis cliquez sur "Depuis 
I'appareil photo" jSJ . 



© Suivez simplement les instructions a I'ecran. 




Conseils 



• Pour des informations plus detaillees concernant la configuration et 
I'utilisation de I'appareil photo, veuillez consulter le "Manuel Avance" de 
I'appareil photo fourni sur le CD-ROM. 

• Pour plus d'informations, consultez le fichier "Aide" du logiciel OLYMPUS 
Master. 
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Logiciel OLYMPUS Master 



Logiciel OLYMPUS Master : Utilisez ce logiciel pour 
telecharger des photos a partir de I'appareil photo, pour 
afficher, organiser, retoucher, envoyer par courrier 
electronique et imprimer vos photos et videos numeriques, 
etc. 




# Configurations systeme minimales 



SE 


Windows 2000 Professional/XP Home Edition/XP Professional/Vista 
ou Mac OS X (10.3 ou version ulterieure) 


UC 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/ 
Duo 1.5 GHz, ou ulterieur 


RAM 


256 Mo ou plus 


Disque dur 


500 Mo ou plus d'espace disque 


Connexion 


Port USB/port IEEE 1394 


Ecran ACL 


Resolution de 1 024 x 768 pixels ou plus avec un minimum de 65.536 
couleurs (Windows), 32.000 couleurs (Macintosh) 


Autres 


Internet Explorer 6 ou ulterieur (Windows), Safari 1 .0 ou ulterieur, 
QuickTime 6 ou ulterieur (Macintosh) 



Pour obtenir les dernieres informations relatives a la prise en charge, consultez 
le site Web d'Olympus (http://www.olympus.com/) 




Enregistrement de I'utilisateur 



Enregistrez votre appareil photo lorsque vous installez OLYMPUS 
Master pour activer la garantie, recevoir des notifications pour le logiciel 
et les mises a jour de micro-logiciels et plus encore. 
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Caracteristiques 



#Appareil photo 

Type de produit 
Systeme 
d'enregistrement 
Photos 

Normes applicables 

Image fixe avec son 
Video 
Memoire 

Nombre de pixels effectifs 
Capteurd'image 

Objectif 



Systeme de mesure 
Vitesse d'obturation 
Portee de prise de vue 



Ecran ACL 

Connecteurs externes 
Calendrier automatique 
Conditions de fonctionneme 
Temperature 

Humidite 
Alimentation 
Dimensions 



Poids 



Appareil photo numerique (prise de vue et affichage) 



Enregistrement numerique, JPEG (conforme a la norme 

DCF (Design rule for Camera File system)) 

Exit 2.2, Digital Print Order Format (DPOF), PRINT Image 

Matching III, PictBridge 

Format Wave 

AVI Motion JPEG 

Memoire interne 

xD-Picture Card (16 Mo a 2 Go) (Type H/M, Standard) 
8.000.000 de pixels 

CCD (filtre de couleur primaire) de 1/2,35" 
8.500.000 pixels (brut) 
FE-320/X-835/C-540 : 

Objectif Olympus 6,3 mm a 18,9 mm, f3,1 a 5,9 (equivalent 
a un objectif de 36 mm a 108 mm sur un appareil photo de 
35 mm) 

FE-340/X-855/C-560 : 

Objectif Olympus 6,3 mm a 31,5 mm, f3,1 a 5,6 (equivalent 
a un objectif de 36 mm a 180 mm sur un appareil photo de 
35 mm) 

Mesure ESP numerique 

4 a 1/2000 sec. 

FE-320/X-835/C-540 : 

0,6 m a oo (W), 1 ,0 m a oo (T) (normal) 

0,1 m a oo (W), 0,6 m a oo (T) (mode gros plan) 

0,05 m (mode super gros plan) 

FE-340/X-855/C-560 : 

0,6 m a oo (W), 1 ,0 m a oo (T) (normal) 

0,1 m a oo (W), 0,6 m a oo (T) (mode gros plan) 

0,03 m (mode super gros plan) 

Ecran ACL couleur 2,7" TFT, 230 000 points 

Connecteur USB, prise OUT A/V (connecteur multiple) 

de 2000 a 2099 

nt 

0°C a 40°C (fonctionnement)/ 
-20°C a 60°C (stockage) 

30% a 90% (fonctionnement)/10% a 90% (stockage) 
Une batterie au lithium-ion Olympus (LI-42B/LI-40B) 
FE-320/X-835/C-540: 

91,3 mm (P) x 56,8 mm (H) x 19,1 mm (D) (hors saillies) 
FE-340/X-855/C-560: 

96,9 mm (P) x 57,5 mm (H) x 22,6 mm (D) (hors saillies) 
FE-320/X-835/C-540 : 95 g sans la batterie et la carte 
FE-340/X-855/C-560 : 1 16 g sans la batterie et la carte 
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tBatterie au lithium-ion (LI-42B) 



Type de produit 
Tension standard 
Capacite standard 
Duree de vie de la 
batterie 
Conditions de 
fonctionnement 
Temperature 



Dimensions 
Poids 



Batterie au lithium-ion rechargeable 
3,7 VCC 
740 mAh 

Environ 300 charges completes (en fonction de I'utilisation) 



0°C a 40°C (charge)/ 

-10°C a 60°C (fonctionnement)/ 

-20°C a 35°C (stockage) 

31,5 x 39,5 x 6 mm 

Environ 15 g 



tChargeur de batterie (LI-40C) 



Alimentation requise 
Sortie 

Duree de charge 
Conditions de 
fonctionnement 
Temperature 

Dimensions 
Poids 



100 a 240 VCA (50 a 60 Hz) 
3,2 VA (100 V) a 5,0 VA (240 V) 
4,2 V CC, 200 mA 
Environ 5 heures 



0°C a 40°C (fonctionnement)/ 
-20°C a 60°C (stockage) 
62 x 23 x 90 mm 
Environ 65 g 



La conception et les caracteristiques peuvent etre modifiees sans preavis. 
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Precautions de securite 



A 



ATTENTION 



RISQUE DE DECHARGE 
ELECTRIQUE NE PAS OUVRIR 



A 



ATTENTION: POUR REDUIRE LE RISQUE DE DECHARGE ELECTRIQUE, NE 
RET1RER Nl LA PARTE ANTER1EURE Nl POSTER1EURE DU BOITIER. AUCUNE 
PIECE A L'INTERIEUR NE PEUT ETRE REPAREE PAR L'UTILISATEUR. SE REFERER 
A DU PERSONNEL DE DEPANNAGE QUALIFIE POUR UNE REPARATION. 



A 

/j\ DANGER 

A AVERTISSEMENT 

A ATTENTION 



Le point d 'exclamation a I'interieur d'un triangle vous alerte sur certains points 
importants concernant le maniement et I'entretien de I'appareil figurant dans la 
documentation fournie avec le produit. 

Si le produit est utilise sans respecter les informations donnees sous ce symbole, 
des blessures graves, voire mortelles pourraient en resulter. 

Si le produit est utilise sans respecter les informations donnees sous ce symbole, 
des blessures voire la mort pourraient en resulter. 

Si le produit est utilise sans observer les informations donnees sous ce symbole, des 
blessures, des dommages a I'appareil ou des pertes de donnees pourraient en resulter. 



AVERTISSEMENT ! 

POUR EVITER LES RISQUES D'INCENDIE OU DE DECHARGE ELECTRIQUE, NE JAMAIS DEMONTER, 
EXPOSER CE PRODUIT A L'EAU Nl LE FAIRE FONCTIONNER DANS UN ENVIRONNEMENT TRES HUMIDE. 



Precautions generales 



ZD 



Lire toutes les instructions — Avant d'utiliser I'appareil, lire toutes les 
instructions de fonctionnement. Sauvegarder tous les manuels et la 
documentation pour s'y referer ulterieurement. 

Nettoyage — Toujours debrancher ce produit de la prise de courant avant 
nettoyage. N'utiliser qu'un chiffon humide pour le nettoyage. Ne jamais utiliser 
de produits de nettoyage liquides ou aerosols, ni de solvants organiques pour 
nettoyer ce produit. 

Accessoires — Pour votre securite, et pour eviter d'endommager le produit, 

n'utiliser que des accessoires recommandes par Olympus. 
Eau et humidite — Pour les precautions sur des produits avec une conception 

impermeable, lire les sections impermeabilisation. 
Emplacement — Pour eviter d'endommager I'appareil, monter le produit 

solidement sur un trepied ou un sabot stable. 
Alimentation — Ne raccorder ce produit qu'a la source d'alimentation decrite 

sur I'etiquette du produit. 
Entree d'objets — Pour eviter des blessures, ne jamais introduire d'objet 

metallique dans le produit. 
Chaleur — Ne jamais utiliser ni ranger ce produit pres d'une source de chaleur 

telle qu'un radiateur, un accumulateur de chaleur, ou tout type d'appareil qui 

genere de la chaleur, comprenant les amplificateurs. 
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A AVERTISSEMENT 

# Ne pas utiliser I'appareil a proximite de gaz inflammables ou 
explosifs. 

# Ne pas utiliser le flash ou la LED de tres pres sur des 
personnes (bebes, jeunes enfants, etc.). 

• Vous devez etre au moins aim des visages de vos sujets. Declencher le 
flash trap pres des yeux du sujet pourrait causer une perte momentanee de la 
vision. 

# Ne pas laisser I'appareil a la portee des enfants. 

• Toujours utiliser et ranger I'appareil hors de la portee des jeunes enfants et 
des bebes pour empecher les situations dangereuses suivantes qui pourraient 
causer des blessures graves : 

• S'enrouler dans la courroie de I'appareil, causant la strangulation. 

• Avaler accidentellement la batterie, des cartes ou d'autres petites pieces. 

• Declencher accidentellement le flash dans leurs yeux ou ceux d'un autre 
enfant. 

• Se blesser accidentellement par des parties en mouvement de I'appareil. 

# Ne pas regarder le soleil ni de la lumiere puissante avec I'appareil. 

# Ne pas utiliser ni ranger I'appareil dans des endroits 
poussiereux ou humides. 

# Ne pas couvrir le flash avec une main pendant le declenchement. 

A ATTENTION 

# Arreter immediatement d'utiliser I'appareil si vous remarquez une 
odeur, un bruit anormal ou de la fumee provenant de I'appareil. 

• Ne jamais retirer les batteries les mains nues, ce qui pourrait vous bmler les 
mains. 

# Ne jamais manipuler I'appareil avec des mains mouillees. 

# Ne pas laisser I'appareil dans des endroits ou il pourrait etre 
soumis a des temperatures tres elevees. 

• Ceci pourrait causer une deterioration de certaines pieces et, dans certaines 
circonstances, I'appareil pourrait prendre feu. Ne pas utiliser le chargeur s'il 
est couvert (par exemple par une couverture). Ce qui pourrait causer une 
surchauffe, debouchant sur un incendie. 

# Manipuler I'appareil soigneusement afin d'eviter une brulure a 
basse temperature. 

• Lorsque I'appareil contient des parties metalliques, une surchauffe peut 
debouchersur une brulure a basse temperature. Faire attention aux points 
suivants : 

• Utilise pendant une longue duree, I'appareil devient chaud. Si vous tenez 
I'appareil dans ces conditions, une brulure a basse temperature risque de 
se produire. 

• Dans des endroits sujets a des temperatures tres froides, la temperature du 
corps de I'appareil peut etre plus basse que la temperature ambiante. Si 
possible, mettre des gants en tenant I'appareil a des temperatures basses. 

# Faire attention avec la courroie. 

• Faire attention avec la courroie en portant I'appareil. Elle peut facilement 
s'accrocher a des objets sur le passage et causer des dommages serieux. 
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recautions ae manipulation 



Veuillez suivre ces consignes importantes pour eviter le coulage du 
liquide de la batterie, une generation de chaleur, des brulures, une 
explosion, ou de causer des decharges electriques ou brulures. 



A DANGER 



A 



L'appareil photo utilise une batterie lithium ion specifiee par Olympus. Chargez 
I'appareil avec le chargeur specifie. N'utilisez aucun autre chargeur. 
Ne jamais chauffer ni mettre au feu la batterie. 

Prendre des precautions en transportant ou rangeant la batterie pour eviter 
qu'elle vienne en contact avec des objets metalliques comme des bijoux, des 
epingles a cheveux, des agrafes, etc. 

Ne jamais ranger la batterie dans un lieu ou elle serait exposee en plein soleil, 
ou sujette a des temperatures elevees dans un vehicule chaud, pres d'une 
source de chaleur, etc. 

Pour eviter de causer des coulages de liquide de la batterie ou d'endommager 
ses bornes, respecter scrupuleusement toutes les instructions concernant 
I'usage de la batterie. Ne jamais tenter de demonter la batterie ni la modifier, 
en soudant, etc. 

Si du liquide de la batterie entrait dans vos yeux, les laver immediatement avec 
de I'eau claire et froide du robinet et consulter immediatement un medecin. 
Toujours ranger la batterie hors de la portee des jeunes enfants. Si un enfant 
avale accidentellement une batterie, consulter immediatement un medecin. 



AVERTISSEMENT 

Maintenir a tout moment la batterie au sec. 

Pour eviter un coulage du liquide de la batterie, une generation de chaleur ou 
de causer un incendie ou une explosion, n'utiliser que la batterie recommandee 
pour I'usage avec ce produit. 

Introduire soigneusement la batterie comme decrit dans les instructions de 
fonctionnement. 

Si les batteries rechargeables n'ont pas ete rechargees au bout de la duree 

specifiee, arreter de les charger et ne pas les utiliser. 

Ne pas utiliser une batterie si elle est endommagee ou cassee. 

Si la batterie coule, devient decoloree ou deformee, ou devient anormale sous 

d'autres aspects pendant le fonctionnement, arreter d'utiliser l'appareil. 

Si du liquide de la batterie coule sur vos vetements ou sur votre peau, retirer le 

vetement et laver immediatement la zone affectee avec de I'eau claire et froide du 

robinet. Si le liquide vous brule la peau, consulter immediatement un medecin. 

Ne jamais soumettre la batterie a des chocs violents ni a des vibrations continues. 

A ATTENTION 

Avant sa mise en place, toujours controler soigneusement la batterie pour des 

coulages, decoloration, gauchissement ou toutes autres anormalites. 

La batterie peut devenir chaude pendant une utilisation prolongee. Pour eviter 

des brulures mineures, ne pas la retirer immediatement apres avoir utilise 

l'appareil. 

Toujours retirer la batterie de l'appareil avant de le ranger pour une longue 
duree. 
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Pour les utilisateurs en Europe 

La marque "CE" indique que ce produit est conforme aux normes 
europeennes en matiere de securite, de sante, d'environnement et de 
protection du consommateur. Les appareils photo marques "CE" sont prevus 
pour la vente en Europe. 

Le symbole [poubelle sur roue barree d'une croix WEEE annexe IV] indique 
une collecte separee des dechets d'equipements electriques et electroniques 
dans les pays de I'UE. 

Veuillez ne pas jeter I'equipement dans les ordures domestiques. 
A utiliser pour la mise en rebut de ces types d'equipements conformement 
aux systemes de traitement et de collecte disponibles dans votre pays. 




Precaution sur I'utilisation de la batterie et du chargeur de batterie 

II est vivement recommande de n'utiliser que la batterie et le chargeur de batterie 
specifiques, qui sont disponibles comme accessoires d'origine Olympus, avec 
cet appareil photo. 

L'utilisation d'une batterie et/ou d'un chargeur de batterie qui ne sont pas 
d'origine risque de provoquer un incendie ou des blessures a cause d'un coulage 
de liquide, d'une surchauffe, d'une combustion ou d'un endommagement de la 
batterie. Olympus n'assume aucune responsabilite pour les accidents et 
dommages a cause de l'utilisation d'une batterie et/ou d'un chargeur de batterie 
autres que les accessoires d'origine Olympus. 

Marques deposees 

• IBM est une marque deposee de la societe International Business Machines 
Corporation. 

• Microsoft et Windows sont des marques deposees de la societe Microsoft 
Corporation. 

• Macintosh est une marque de Apple Inc. 

• xD-Picture Card™ est une marque deposee. 

• Tous les autres noms de societes et appellations de produits sont des 
marques, deposees ou non, des proprietaires respectifs. 

• Les normes pour les systemes de fichiers d'appareil photo indiquees dans ce 
manuel sont les normes "Design Rule for Camera File System/DCF" stipulees 
par I'association JEITA (Japan Electronics and Information Technology 
Industries Association). 
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Conditions d'obtention de la garantie 

1 . Si le produit s'avere defectueux malgre une manipulation correcte (conforme aux instructions du mode 
d'emploi fourni) dans un delai de deux ans a partir de la date d'achat aupres d'un distributeur Olympus 
agree, ce produit sera repare ou remplace au choix de Olympus gratuitement au sein du secteur 
d'activite de Olympus Imaging Europa GmbH defini sur le site Internet : http://www.olympus.com. Pour 
toute demande de reparation sous garantie, le client doit apporter le produit et la presente carte de 
garantie avant la fin de la periode de deux ans de garantie au revendeur auquel il a achete le produit ou 
a tout autre centre de service apres-vente agree Olympus dans le secteur d'activite de Olympus Imaging 
Europa GmbH defini sur le site Internet : http://www.olympus.com. Le client peut retourner le produit a 
n'importe quel centre de service apres-vente Olympus agree pendant une periode d'un an a partir de la 
date d'achat, en cas de reparations, conformement a la garantie internationale. Veuillez noter que de 
tels centres de service apres-vente Olympus n'existent pas dans certains pays. 

2. Le client est responsable des risques du transport du produit chez un distributeur Olympus ou 
dans un centre de service apres-vente Olympus, tous les frais de transport sont a sa charge. 

3. Pendant la periode de garantie, les frais engendres par des reparations sont a la charge du client 
dans les cas ci-dessous. 

(a) tout dommage resultant d'une manipulation non conforme (contraire aux instructions du 
mode d'emploi) 

(b) tout dommage resultant d'une reparation, d'une modification, d'un nettoyage, etc., non 
effectues par un centre de service apres-vente Olympus. 

(c) tout dommage cause par un transport non conforme, une chute, un choc, etc. apres achat du 
produit. 

(d) toutdefautou dommage resultant d'un incendie, tremblement deterre, inondation, intemperies 
et autres catastrophes naturelles, pollution, alimentation electrique non conforme. 

(e) tout dommage resultant d'un stockage non conforme ou negligent (temperatures excessives, 
humidite excessive, proximite d'insecticides tels que naphtaline ou produits chimiques nocifs, 
etc.) ou d'un entretien non conforme. 

(f) tout dommage resultant de piles usagees, etc. 

(g) tout dommage cause par I'intrusion de sable, boue, etc. a I'interieur de I'appareil. 

(h) non-presentation de la presente garantie pour la reparation. 

(i) modifications faites sur la presente carte de garantie concernant I'annee, le mois et le jour 
de I'achat, les noms du client et du revendeur, le numero, de serie, etc. 

(j) non-presentation d'un justificatif d'achat (ticket de caisse) en meme temps que la presente garantie. 

4. Cette garantie concerne uniquement le produit lui-meme. Elle ne couvre pas les autres pieces 
telles que sac de transport, bandouliere, couvercle d'objectif, piles, etc. 

5. La seule obligation de Olympus dans le cadre de la presente garantie se limite a la reparation ou au 
remplacement du produit. Toute res ponsabi lite pour perte ou dommage indirect ou accessoire de 
quelque nature que ce soit supporte par le client a cause d'un defaut du produit est exclue, notamment 
en cas de perte ou dommage cause a des objectifs, films, autres materiels ou accessoires utilises avec 
le produit ou de perte financiere quelconque resultant d'un retard en reparation ou de la perte de 
donnees. La presente disposition ne deroge pas a la legislation contraignante en vigueur. 

Remarques sur I'etablissement de la carte de garantie 

1 . Cette garantie ne sera valide que si la carte de garantie est dument completee par Olympus ou un 
revendeur agree ou si d'autres documents contiennent une justification suffisante. Par consequent, 
veuillez vous assurer que votre nom, le que votre nom, le nom du revendeur, le numero de serie et la 
date d'achat (annee, mois, jour) figurent integralement et lisiblement sur la carte de garantie et que le 
contrat d'achat original ou le justificatif d'achat (indiquant le nom et I'adresse du revendeur, la date 
d'achat et la designation du produit) est joint a la presente garantie. Olympus se reserve le droit de 
refuser une prestation de service apres-vente gratuite si les informations portees sur la carte de garantie 
sont incompletes ou illisibles ou si les documents mentionnes precedemment ne sont pas joints ou si 
les informations qu'ils contiennent sont incompletes ou illisibles. 

2. Cette carte de garantie ne sera pas remplacee, aussi conservez-la avec le plus grand soin. 
* Veuillez vous referer a la liste du site Internet : http://www.olympus.com pour le reseau 

international des centres de services autorises Olympus. 

Restrictions relatives a la garantie 

Olympus ne fait aucune declaration, ne delivre aucune assurance ou garantie, expresse ou implicite, pour ou 
relative au contenu de la presente documentation ecrite ou du logiciel, et ne pourra en aucun cas etre tenu 
pour responsable de toute autre garantie implicite de commercialisation ou d'adaptation a des fins 
parti culieres, ou pour les dommages encourus, qu'ils soient directs, imprevus ou indirects (notamment non 
limites aux dommages dus a une perte financiere, une interruption d'activite ou la perte de donnees 
profession nel les) suite a I'utilisation ou la restriction ou impossibility d'utilisation de la documentation ecrite ou 
du logiciel. Certains pays n'autorisent pas I'exclusion ni la limitation de la responsabilite de tels dommages, 
les restrictions precedemment citees peuvent done eventuellement ne pas s'appliquer a vous-meme. 
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• Antes de utilizar la camara, lea con atencion este manual para asegurarse de 
su uso correcto. 

• Antes de tomar fotografias importantes, le recomendamos que realice varias 
tomas de prueba para familiarizarse con el uso de su camara. 

• Le rogamos observe todas las precauciones de seguridad que figuran al final 
de este manual. 

• Las ilustraciones de las pantallas y de la camara que aparecen en este 
manual fueron hechas durante el proceso de desarrollo y pueden diferir del 
producto real. A menos que se indique lo contrario, las ilustraciones estan 
basadas en el modelo FE-320/X-835/C-540. 
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Reuna estos componentes (contenido de la caja) 




Camara digital Correa Bateria de iones de litio 

(LI-42B) 




Cargadorde Cable USB Cable AV OLYMPUS Master 2 

bateria (LI-40C) CD-ROM 

Elementos no mostrados: Manual Avanzado (CD-ROM), Manual Basico (este 
manual) y la tarjeta de garantia. Los contenidos pueden variar dependiendo 
del lugar de compra. 




• Tire de la correa para que quede apretada y no se suelte. 
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Prepare la camara 



a. Cargue la bateria. 



Cable de corriente 



[5 5] 



Toma de 
corriente CA 




Bateria de iones 
de litio 



Cargador 
de bateria 



. Indicador de carga 

Luz roja encendida: En carga 
Luz apagada: Carga completa 
(Tiempo de carga: Aprox. 5 horas) 



• La bateria viene cargada parcialmente. 

b. Inserte la bateria y la tarjeta xD-Picture (opcional). 



f 





0 0 






VI 






«s e 






a\ o 






0° 0 








• Inserte la bateria 
introduciendo primero el 
lado marcado con T, 
con las marcas © hacia 
el boton de bloqueo de 
la bateria. 
Si inserta la bateria 
incorrectamente, no podra 
quitarla. No utiliza mucha 
fuerza. Los danos 
ocasionados en el exterior 
de la bateria (rayones, etc.) 
podrian producir calor o 
explosiones. Pongase en 
contacto con los 
distribuidores/centros de 
servicio autorizados. 



Boton de bloqueo de la bateria 
Para extraer la bateria, presione 
el boton de bloqueo de la bateria 
en la direccion de la flecha. 
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Prepare la camara 



Area de contacto 






\ on 
tjOJ 

\ a 







» Oriente la tarjeta tal como se 
muestra en la ilustracion e insertela 
directamente en la ranura de la 
tarjeta. 

Inserte la tarjeta hasta que quede 
encajada. 

Para extraer la tarjeta, empujela hasta e 
fondo, sueltela despacio, agarrela y 
saquela. 



• Esta camara le permite tomar fotos sin tener que insertar la tarjeta 
opcional xD-Picture Card™ (en adelante, "la tarjeta"). Si se toman 
imagenes con esta camara sin usar una tarjeta xD-Picture, las 
imagenes se grabaran en la memoria interna. Para obtener 
informacion acerca de la insercion de la tarjeta, consulte el Manual 
Avanzado. 
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Encienda la camara 



Aqui se explica como encender la camara en el modo de fotografia. 

a. Situe el disco de modo en h\UW . 



-Al tomarfotografi'as 




Al grabar videos 



Modos de toma de fotografias 

J.VU>] La camara determina automaticamente los ajustes optimos para las 
condiciones fotograficas. 

P La camara ajusta automaticamente el valor de abertura y la velocidad de 

obturacion optimos. 

((fll) Esta funcion reduce la borrosidad provocada por el movimiento del sujeto o 
por sacudidas de la camara al tomar fotografias. 

Adecuado para tomar fotografias de personas. 

At Adecuado para tomar fotografias de paisajes. 

SCENE Seleccione uno de los 13 modos de escena disponibles en funcion de las 
condiciones fotograficas. 

GUIDE Utilice la gui'a de disparo que se muestra en la pantalla para fotografiar 
segun la situacion. 



b. Presione el boton POWER. 



Boton POWER 




AMD HORA 



CANCEL'S 



• Esta pantalla aparece 
si la fecha y la hora no 
estan ajustadas. 



• Para apagar la camara, presione de nuevo el boton POWER. 



Consejo 



A 

I 



En el manual de instrucciones suministrado se indica la 
direccion de las teclas de control con AV<lt>. 



I 

V 
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Ajuste la fecha y hora 



c 



antalla de fecha y hor 



D 



© 



j |mZHDl 



-A-M-D 
_Hora 

-Minuto 

-Formato de fecha (A-M-D, M-D-A, D-M-A) 



1 Cancela el ajuste 

a. Presione los botones AHAOi y V0 para seleccionar [A] 

• Los dos primeros digitos del ano son fijos. 

Boton Aa/fl 




Boton V0 

b. Presione el boton t>$- 



© 




CANCEL'S 




fl 




( a > 






) Boton t>i 







c. Presione los botones AH/rQi y 
V0 para seleccionar [M]. 



AMD HORA 



2008 .[]!].— — : — 



CA»CEL»Bai 
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Ajuste la fecha y hora 



d. Presione el boton \>^. 

e. Presione los botones A[2A0i y 
V0 para seleccionar [D]. 



f. Presione el boton 

g. Presione los botones AHAd y 
V0 para seleccionar las horas 
y los minutos. 

• La hora se muestra en el formato de 24 horas. 

h. Presione el boton 

i. Presione los botones AHAQi y 
V0 para seleccionar [A/M/D]. 



© 



AMD HORA 



2008.08.0 — :— A/M/D 



CANCEL'S 



© 


AMD 


HORA 






2008 . 08 . 26 


12:^> A/M/D 


CANCEL'S 


ACEPT.'^Kl 



© 


AMD 


HORA 






2008 . 08 . 26 


12:30 < EMi'jWH 






CANCEL'S 


ACEPT.*fOKl 



j. Cuando se hayan realizado todos los ajustes, 
presione 



• Para un ajuste mas preciso, presione [J|] cuando el reloj marque 
00 segundos. 




Numero de fotografias 
almacenables. 
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Ajuste el idioma 



a. Presione el boton MENU para ver el menu superior. 




b. Presione el boton para 
seleccionar [CONFIGURAC] y 



presione 



SALIfl»B ACEPT. ♦IQKl 



c. Presione los botones A^/fl y 
V0 para seleccionar [^GD], y 



presione 



CONFIGURAC. 




3 



I ESPANOL 



ACEPT. »[OK] 



ENGLISH 




FRANC AIS 




DEUTSCH 






(mm 



ITALIANO mny 



Presione las teclas de control 

(AV^I>) para elegir un idioma 

y, a continuacion, presione FUNC L 

• Se pueden anadir otros idiomas a la camara 
con el software OLYMPUS Master 
suministrado. Consulte el Manual Avanzado. 



ATRAS*S 



ACEPT. » [OKl 
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Tome una fotografi'a 



a. Sujete la camara. 

Sujecion horizontal 



Sujecion vertical 




b. Enfoque. 





Boton 
disparador 

(Presionar a 
medias) 



La marca de objetivo de enfoque automatico (AF) 
se ilumina en verde cuando se encuentran 
bloqueados el enfoque y la exposiclon. Se mostrara 
tambien la velocidad de disparo y de apertura. 
Si la marca de objetivo de enfoque automatico (AF) 
parpadea en rojo, la camara no podra enfocar. 
Intente bloquear el enfoque nuevamente. 




Marca de objetivo de enfoque 

automatico (AF) 

Situe esta marca sobre el 

sujeto. 



c. Tome la fotografi'a. 




El piloto de control de la 
tarjeta parpadea. 
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Revise sus fotografi'as 



a. Presione el boton [►]■ 

-Boton H 




Teclas de control a 



Se muestra la imagen siguiente 




Se muestra la imagen anterior 



c 



a. Presione los botones yt>$ para ver la 
fotografia que desee borrar. 

b. Presione el boton IQI/^. 




Boton IOI/<ffi 




c. Presione el boton A^l^, seleccione [SI] y presione 



Boton AH/A 




Funcionamiento basico 



Botones del modo de fotograffa 



En el modo de fotografia, puede usar estos botones para acceder rapidamente 
a las funciones mas habituales. 




Selecciona el modo de reproduction. 
0 Boton MENU 

Muestra el menu superior. 
O Boton 101/4? (Ajuste para fondo iluminado/Borrar) 

Presione IOI en el modo de toma. El monitor adquiere mas brillo durante 10 segundos. 
© Teclas de control (A V<>) 

Selecciona las escenas, reproduce imagenes y elementos de menu. 
© Boton <iJXt (Modo macro) 

Activa el modo macro o supermacro para obtener primeros pianos. 
© Boton A0/[Di (Compensacion de la exposicion/lmprimir) 

En modo de fotografi'a, presione este boton para ajustar el valor de compensacion de 

la exposition, que influye en la luminosidad de la imagen. 
© Boton (Modo de flash) 

Es posible seleccionar de entre 4 modos de flash - AUTO, <§> (Reduction del efecto 

de ojos rojos), £ (Flash de relleno) o © (Flash desactivado). 
© Boton g) (OK/FUNC) 

Muestra el menu de funciones y ajusta las funciones que se utilizan a menudo en modo 

de fotografi'a. 

Tambien permite confirmary ajustar la selection de los elementos de menu. 

® Boton VijJ (Disparador automatico) 

Seleccione el disparador automatico para retrasar la toma 12 segundos 
aproximadamente desde el momento de presionar el boton disparador. 

© Boton DISP./© 

Presione DISP./© varias veces para ver las lineas de guia de composition. Seleccione 
un elemento del menu y presione DISP./© para ver una explication de su funcion. 
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Esta funcion le permite cambiar el modo de SCENE (escena) en funcion del 
sujeto. 

O Situe el disco de modo en SCENE. 



NOCHE+RETRATO 




Disco de modo 
]-A/V 



Boton 



0 Presione A/V para seleccionar los modos de escena y presione [ 
Fotografia de modos de escena 

• * a NOCHE+RETRATO • ^ ESC.NOCT. • ^ DEPORTE 



• INTERIORES 

• ^ PUESTASOL 

• f| COCINA 

• £3 DISPARO SONRISA 



4j* VELAS 
M FUEG.ARTIF. 
# DOCUMENTOS 



_j AUTO - RETRATO 
El VITRINA 
\ SUBASTA 



< UI.I.I.I.IMJJJ ^ 

JXt Este modo le permite tomar fotos del sujeto a tan solo 10 cm de distancia. (en 
el angulo mayor) 

s% Utilice este modo para tomar fotos del sujeto a tan solo 5 cm (FE-3207X-835/ 
C-540)/3 cm (FE-340/X-855/C-560) de distancia. En el modo s %, la posicion 
del objetivo zoom esta fijada. 

O Presione varias veces el boton <] para seleccionar [JJ] o [ s Ki] y presione \^\. 
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© Presione varias veces el boton t> £ para seleccionar el modo de flash y 
presione 

0 Presione a medias el boton disparador. 

• Si el flash esta ajustado para dispararse, se ilumina la marca 4 . 

0 Presione el boton disparador a fondo para tomar la fotografia. 



Icono 


Modo de flash 


Descripcion 


Sin 
indicacion 


Flash 

automatico 


El flash se dispara automaticamente en condiciones de 
baja iluminacion o de contraluz. 


<§> 


Flash con 
reduccion de 
ojos rojos 


El modo de flash con reduccion de ojos rojos reduce 
significativamente este fenomeno emitiendo destellos 
previos antes de dispararse el flash normal. 




Flash de relleno 


El flash se dispara independientemente de la luz 
disponible. 


© 


Flash 

desactivado 


El flash no se dispara. 
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Disparador automati 



O 

0 



Presione el boton V0 para 
seleccionar [ON] y presione §. 

Presione el boton disparador a fondo 

para tomar la fotografia. 

• El LED del disparador automatico se 
ilumina durante unos 10 segundos 
despues de presionar el boton 
disparador, luego empieza a 
parpadear. Tras parpadear durante 2 
segundos aproximadamente, se toma 
la fotografia. 



Funcion de ahorro de en 



LED del disparador 
automatico 



LED del disparador 
automatico 




FE-320/X-835/ 
C-540 



FE-340/X-855/ 
C-560 



3 



Para ahorrar energia de la bateria, la camara entra automaticamente en el 
modo de reposo y deja de funcionar despues de unos 3 minutos de 
inactividad en modo de fotografia. Utilice el boton disparador o el mando de 
zoom para reactivar la camara. 

Si la camara no se utiliza durante aproximadamente 12 minutos despues de 
entrar en el modo de reposo, se retrae automaticamente el objetivo y se 
apaga. Para volver a utilizarla, enciendala otra vez. 
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Menus y ajustes 



c 



O Presione el boton MENU para ver el menu superior en el monitor. 

0 Use las teclas de control (AV<II>) para seleccionar los elementos de 




Boton MENU 



Menu superior en modo 
de fotografia 




CALIDAD IMAGEN 

Ajusta la calidad de imagen y la resolution. 
MENU CAMARA 

Ajuste varios opciones de fotografia. 
RESTAURAR 

Permite restaurar los ajustes predefinidos de fabrica. 
SCENE 

Seleccione una escena en funcion del sujeto y las condiciones fotograficas. 
MODO SILENC. 

Desactiva los sonidos de las funciones, los sonidos de advertencia, el sonido del 
disparador, etc. durante la toma de fotografias y la reproduccion. 
CONFIGURAC. 

Ajusta la fecha y hora, el idioma y otros ajustes. 



Borrar todas las fotografias 



Z) 



O Presione el boton MENU para ver el menu 
superior en modo de reproduccion. 

0 Seleccione [BORRAR] -> [BORRAR TODO] y 
presione d§. 

0 Seleccione [SI] y presione 
• Se borran todas las fotografias. 



SHSSfilSWE© [1nj 
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Conexion de la camara 



eproduccion en un televisor 



Utilice el cable AV suministrado con la camara para reproducir imageries 
grabadas en un televisor. Puede reproducir tanto fotografias como videos. 

O Compruebe que el televisor y la camara esten apagados. Conecte el 
multiconector de la camara al terminal de entrada de video del televisor 
usando el cable AV. 

FE-320/X-835/C-540 



Multiconector 




Cable AV (suministrado) 



Tapa del conector 



FE-340/X-855/C-560 



Conectelo a los terminales 
de entrada de vfdeo 
(amarillo) y de entrada de 
audio (bianco) del televisor. 




Cable AV (suministrado) 



0 Encienda el televisor y cambie al modo de entrada de video. 

• Para mas information sobre como cambiar a entrada de video, consulte el manual 
de instrucciones del televisor. 

© Encienda la camara y presione el boton [►] para seleccionar el modo de 
reproduccion. 

• En el televisor aparecera la ultima fotografia tomada. Utilice las teclas de control 
(AV<]I>) para seleccionar la fotografia que desea ver. 
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( jmMI.IIJ^EWIlJT^fiT^l ^ 

Usando el cable USB suministrado, puede conectar la camara a una impresora 
compatible con PictBridge para imprimirfotografias. Puede imprimir una imagen 
realizando unas sencillas operaciones. 

O En el modo de reproduction, localice en el monitor la fotografia que desea 
imprimir. 



0 Conecte un extremo del cable USB suministrado al multiconector de la 
camara y el otro extremo al conector USB de la impresora. 

FE-320/X-835/C-540 




69 



Transferir imageries 



a. Instale el software 

O Inserte el CD-ROM de OLYMPUS Master. 

0 Windows: Haga die en el boton "OLYMPUS 
Master 2". 
Macintosh: Haga doble clic en el icono 
"Setup". 

© Siga las instrucciones en pantalla. 



OLYMPUS K 



.1 



b. Conecte la camara a un ordenador 

O Conecte la camara y el ordenador usando el cable USB (incluido). 



• El monitor se encendera automaticamente. 
FE-320/X-835/C-540 




FE-340/X-855/C-560 




0 Seleccione [PC] en el monitor y presione ( 



• Ahora el ordenador reconocera su camara como 
una unidad de almacenamiento extrai'ble. 



<Tpc 



IMPR.SIM^Lb 
IMPR. PERSONAL 



ACEPT.»(< 
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c. Transfiera las imagenes al ordenador 

O Ahora, con la camara conectada, abra el programa OLYMPUS Master. 

0 Haga die en "Transferir imagenes" en la 
ventana de examinar y haga die en "De 
camara" j| . 



© Siga las instrucciones en pantalla. 



■A m 
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Es 



Consejos 



• Para obtener informacion mas detallada sobre la configuracion y el uso de la 
camara, consulte el "Manual Avanzado" de la misma incluido en el CD-ROM. 

• Si necesita ayuda adicional, consulte el archivo "Ayuda" del software 
OLYMPUS Master. 
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Software OLYMPUS Master 



Software OLYMPUS Master: Utilice este software para 
descargar fotografias de la camara, ver, organizar, 
retocar, enviar por correo electronico e imprimir sus 
fotografias y videos digitales, y mucho mas. 

# Requisites del sistema 




so 


Windows 2000 Professional/XP Home Edition/XP Professional/Vista o 
Mac OS X (10.3 o posterior) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/ 
Duo 1 .5 GHz, o posterior 


RAM 


256 MB o mas 


Disco duro 


500 MB de espacio libre o mas 


Conexion 


Puerto USB/puerto IEEE 1394 


Monitor 


1024 x 768 pixeles de resolucion o mas con un minimo de 65.536 
colores (Windows), 32.000 colores (Macintosh) 


Otres 


Internet Explorer 6 o posterior (Windows), Safari 1 .0 o posterior, 
QuickTime 6 o posterior (Macintosh) 



Para obtener la informacion tecnica mas reciente, visite la pagina web de Olympus 
(http://www.olympus.com/) 




Registro de usuario 



Registre su camara cuando instale OLYMPUS Master para activar su 
garantia, recibir notificaciones sobre actualizaciones de software y 
firmware de la camara, y mucho mas. 
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Especificaciones 



I Camara 



Tipo de producto 
Sistema de grabacion 
Fotografias 

Estandares 
aplicables 

Sonido con 
fotografias 
Video 
Memoria 

Numero de pixeles 
efectivos 

Dispositivo de captura de 

imagen 

Objetivo 



Sistema fotometrico 
Velocidad de obturation 
Alcance de fotografia 



Monitor 

Conector exterior 

Sistema de calendario 
automatico 

Entorno de funcionamiento 
Temperatura 

Humedad 

Fuente de alimentation 
Dimensiones 



Peso 



Camara digital (para fotografia y reproduction) 

Grabacion digital, JPEG (segun la norma Design rule for 
Camera File system (DCF)) 

Exif 2.2, Formato de reserva de impresion digital (DPOF), 
PRINT Image Matching III, PictBridge 

Formato WAVE 



AVI Motion JPEG 
Memoria interna 
xD-Picture Card (16 MB - 
8.000.000 pixeles 



2 GB) (Type HIM, Standard) 



CCD de 1/2,35" (filtro de colores primarios), 
8.500.000 pixeles (brutos) 
FE-320/X-835/C-540: 

Objetivo Olympus 6,3 a 18,9 mm, f3,1 a 5,9 (equivalente a 
un objetivo de 36 a 108 mm en una camara de 35 mm) 
FE-340/X-855/C-560: 

Objetivo Olympus 6,3 a 31,5 mm, f3,5 a 5,6 (equivalente a 
un objetivo de 36 a 180 mm en una camara de 35 mm) 
Medicion ESP digital 
4 a 1/2000 seg. 
FE-320/X-835/C-540: 

0,6 m a oo (W), 1 ,0 m a oo (T) (modo normal) 
0,1 m a oo (W), 0,6 m a oo (T) (modo macro) 
0,05 m (modo supermacro) 
FE-340/X-855/C-560: 

0,6 m a oo (W), 1 ,0 m a oo (T) (modo normal) 
0,1 m a oo (W), 0,6 m a oo (T) (modo macro) 
0,03 m (modo supermacro) 

Pantalla LCD TFT en color de 2,7", 230.000 puntos 
Conector USB, toma A/V OUT (multiconector) 
2000 hasta 2099 



0 °C a 40 °C (funcionamiento)/ 
-20 °C a 60 °C (almacenamiento) 
30% a 90% (funcionamiento)/ 
10% a 90% (almacenamiento) 

Una bateria de iones de litio Olympus (LI-42B/LI-40B) 
FE-320/X-835/C-540: 

91,3 mm (ancho) * 56,8 mm (altura) * 19,1 mm (prof.) 

(sin incluir los salientes) 

FE-340/X-855/C-560: 

96,9 mm (ancho) x 57,5 mm (altura) x 22,6 mm (prof.) 
(sin incluir los salientes) 

FE-320/X-835/C-540: 95 g sin la bateria ni la tarjeta 
FE-340/X-855/C-560: 116 g sin la bateria ni la tarjeta 
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t Bateria de iones de litio (LI-42B) 



Tipo de producto 
Voltaje estandar 
Capacidad estandar 
Duracion de la bateria 
Entorno de 
funcionamiento 
Temperature 



Dimensiones 
Peso 



Bateria recargable de iones de litio 
CC 3,7 V 
740 mAh 

Aprox. 300 recargas completas (van'a segun el uso) 



0 °C a 40 °C (durante la carga)/ 
-10 °C a 60 °C (funcionamiento)/ 
-20 °C a 35 °C (almacenamiento) 
31,5 x 39,5 x 6 mm 
Aprox. 15 g 



iCargador de bateria (LI-40C) 



Requisitos de potencia 
Salida 

Tiempo de carga 
Entorno de 
funcionamiento 
Temperatura 

Dimensiones 
Peso 



CA de 1 00 a 240 V (50 a 60 Hz) 
3,2 VA (100 V) a 5,0 VA (240 V) 
CC 4,2 V, 200 mA 
Aprox. 5 floras 



0 °C a 40 °C (funcionamiento)/ 
-20 °C a 60 °C (almacenamiento) 
62 x 23 x 90 mm 
Aprox. 65 g 



El diseno y las especificaciones estan sujetos a cambios sin previo aviso. 
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Precauciones de seguridad 



















A 


PRECAUCI6N 


A 


RIESGO DE DESCARGAS 
ELECTRICAS 
NO ABRIR 




PRECAUCION: PARA REDUCIR EL RIESGO DE DESCARGAS ELECTRICAS, 
NO RETIRE LA CUBIERTA (0 PARTE TRASERA). EN EL INTERIOR NO HAY 
PIEZAS QUE EL USUARIO PUEDA REPARAR. REMITA LA REPARACION A 
PERSONAL DE SERVICIO ESPECIALIZADO OLYMPUS. 





El signo de admiracibn dentro de un triangulo equilatero tiene como finalidad alertar 
al usuario de la existencia de importantes instrucciones de operacion y 
mantenimiento en la documentacion suministrada con el producto. 

Si el producto es utilizado sin observar la informacibn representada bajo este 
sfmbolo, podn'a causar serias lesiones o muerte. 

Si el producto es utilizado sin observar la informacibn representada bajo este 
sfmbolo, podn'a causar serias lesiones o muerte. 

Si el producto es utilizado sin observar la informacibn representada bajo este simbolo, podn'a 
causar lesiones personales menores, danos al equipo, o perdida de datos importantes. 



jADVERTENCIA! 

PARA EVITAR EL RIESGO DE INCENDIO O DESCARGAS ELECTRICAS, NUNCA DESMONTE Nl EXPONGA 
ESTE PRODUCTO AL AGUA Nl LO UTILICE EN UN ENTORNO MUY HUMEDO. 



c 




Lea todas las instrucciones — Antes de utilizar este producto, lea todas las 
instrucciones operativas. Guarde todos los manuales y la documentacion 
para futuras consultas. 

Limpieza — Siempre desenchufe el producto de la toma de corriente antes de 
limpiarlo. Para la limpieza use solo un pano humedo. Nunca use limpiadores 
liquidos o aerosoles, ni solventes organicos de ningun tipo para limpiar este 
producto. 

Accesorios — Para su seguridad y evitar danos al producto, utilice unicamente 

los accesorios recomendados por Olympus. 
Agua y humedad — En las precauciones de los productos disenados a prueba 

de la intemperie, consulte las secciones de resistencia a la intemperie en sus 

respectivos manuales. 
Ubicacion — Para evitarle danos al producto, monte el producto sobre un 

tripode, caballete o soporte estable. 
Fuentes de alimentacion — Conecte este producto unicamente con la fuente 

de alimentacion descrita en la etiqueta del producto. 
Objetos extrahos — Para evitar danos personales, nunca inserte objetos de 

metal en el producto. 
Calentadores — Nunca utilice ni guarde este producto cerca de fuentes de 

calor, tales como radiadores, rejillas de calefaccion, estufas o cualquier tipo 

de equipo o aparato generador de calor, incluyendo amplificadores estereo. 



A 

/t\ PELIGRO 
/j\ ADVERTENCIA 
A PRECAUCION 
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anejo de la camara 



A ADVERTENCIA 

# No utilice la camara cerca de gases inflamables o explosivos. 

# No utilice el flash ni el LED a corta distancia de las personas 
(especialmente ninos menores y mayores, etc.). 

• Cuando dispare el flash, debera mantener, por lo menos, una distancia de 
1 m de la cara de los sujetos. El disparo demasiado cercano de los ojos 
del sujeto podra causarle la perdida de vision momentanea. 

# Mantenga a los ninos menores y mayores alejados de la 
camara. 

• Utilice y guarde siempre la camara fuera del alcance de los ninos menores 
y mayores, para prevenir las siguientes situaciones de peligro que 
podrian causarles serias lesiones: 

• Enredarse con la correa de la camara, ocasionando asfixia. 

• Ingerir accidentalmente una bateria, tarjetas, u otras piezas pequehas. 

• Disparar el flash accidentalmente hacia sus propios ojos o hacia los 
ojos de otro nino. 

• Lesionarse accidentalmente con las piezas moviles de la camara. 

# No mire al sol ni a luces fuertes a traves de la camara. 

# No utilice ni guarde la camara en lugares polvorientos o 
humedos. 

# No cubra el flash con la mano mientras efectua el disparo. 
A PRECAUCION 

# Interrumpa inmediatamente el uso de la camara si percibe 
algun olor, ruido o humo extra no alrededor de la misma. 

• Nunca retire las baterias con las manos descubiertas, ya que podria 
causar un incendio o quemarle las manos. 

# Nunca sujete ni utilice la camara con las manos mojadas. 

# No deje la camara en lugares donde pueda estar sujeta a 
temperaturas extremadamente altas. 

• Si lo hace puede provocar el deterioro de las piezas y, en algunas 
circunstancias, provocar que se prenda fuego. No utilice el cargador si 
esta cubierto (por ejemplo con una manta). Esto podria causar 
recalentamiento, resultando en incendio. 

# Manipule la camara con cuidado para evitar una quemadura leve. 

• Ya que la camara contiene partes metalicas, el recalentamiento puede resultar 
en una quemadura de baja temperatura. Preste atencion a lo siguiente: 

• Cuando utilice la camara durante un largo periodo, esta se recalentara. 
Si mantiene la camara en este estado, podria causar una quemadura 
de baja temperatura. 

• En lugares sujetos a temperaturas extremadamente bajas, la 
temperatura de la carcasa de la camara puede ser mas baja que la 
temperatura ambiente. Si es posible, pongase guantes cuando 
manipule la camara en temperaturas bajas. 

# Tenga cuidado con la correa. 

• Tenga cuidado con la correa cuando transporte la camara. Podria 
engancharse en objetos sueltos y provocar dahos graves. 
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recauciones acerca del uso de la bateria 



Siga estas importantes indicaciones para evitar que se produzcan fugas, 
recalentamientos, incendios o explosion de la bateria, o que cause 
descargas electricas o quemaduras. 

A PELIGRO 

• La camara utiliza una bateria de iones de litio especificada por Olympus. 
Cargue la bateria con el cargador especificado. No utilice otros cargadores. 

• Nunca caliente ni incinere las baterias. 

• Tome precauciones al transportar o guardar las baterias a fin de evitar que 
entren en contacto con objetos metalicos, tales como alhajas, horquillas, 
cierres, etc. 

• Nunca guarde las baterias en lugares donde queden expuestas a la luz solar 
directa o sujetas a altas temperaturas en el interior de un vehiculo con 
calefaccion, cerca de fuentes de calor, etc. 

• Para evitar que ocurran fugas de liquido de las baterias o danos de sus 
terminales, siga cuidadosamente todas las instrucciones respectivas al uso de 
las baterias. Nunca intente desarmar una bateria ni modificarla de ninguna 
manera, por soldadura, etc. 

• Si el fluido de la bateria penetrara en sus ojos, lavelos de inmediato con agua 
corriente fresca y limpia, y solicite atencion medica inmediatamente. 

• Siempre guarde las baterias fuera del alcance de los ninos menores. Si un nino 
ingiere una bateria accidentalmente, solicite atencion medica inmediatamente. 

A ADVERTENCIA 

• Conserve la bateria siempre seca. 

• Para evitar que ocurran fugas de liquido, recalentamiento de la bateria, o que 
cause incendio o explosion, utilice unicamente la bateria recomendada para el 
uso con este producto. 

• Inserte la bateria cuidadosamente, tal como se describe en el manual de 
instrucciones. 

• Si las baterias recargables no han sido recargadas dentro del tiempo 
especificado, interrumpa la carga y no las utilice. 

• No utilice una bateria si esta rajada o quebrada. 

• Si se producen fugas de liquido, decoloracion o deformacion de la bateria, o 
cualquier otra anormalidad durante la operacion, interrumpa el uso de la 
camara. 

• Si el fluido de la pila entrara en contacto con su ropa o con su piel, quitese la 
ropa y lave de inmediato la parte afectada con agua corriente fresca y limpia. 
Si el fluido quemara su piel, solicite atencion medica inmediatamente. 

• Nunca exponga la bateria a fuertes impactos ni a vibraciones continuas. 

A PRECAUCION 

• Antes de colocarla, siempre inspeccione la bateria atentamente para verificar si 
no ocurre fugas de liquido, decoloracion, deformacion o cualquier otra anomalia. 

• La baterias puede recalentarse durante el uso prolongado. Para evitar 
quemaduras menores, no la retire inmediatamente despues de utilizar la camara. 

• Siempre retire la bateria de la camara antes de guardar la camara por un largo 
tiempo. 
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Para los clientes de Europa 

La marca "CE" indica que este producto cumple con los requisites europeos 
sobre proteccion al consumidor, seguridad, salud y proteccion del medio 
ambiente. Las camaras con la marca "CE" estan destinadas a la venta en 
Europa. 

Este simbolo [un contenedor de basura tachado con una X en el Anexo IV de 
WEEE] indica que la recogida de basura de equipos electricos y electronicos 
debera tratarse por separado en los pafses de la Union Europea. 
No tire este equipo a la basura domestica. 

Para el desecho de este tipo de equipos utilice los sistemas de devolucion al 
vendedor y de recogida que se encuentren disponibles. 




Precaucion con el uso de la pila recargable y cargador de pila 

Se recomienda enfaticamente usar solamente la pila recargable y cargador de 
pila especificados, que se disponen con esta camara como accesorios 
originales Olympus. 

El uso de una pila recargable y/o cargador de pila que no sean originales, puede 
resultar en incendios o lesiones personales, debido a la fuga de fluido, 
calentamiento, encendido o dafios a la pila. Olympus no asume ninguna 
responsabilidad por accidentes y danos debido al uso de una pila o cargador de 
pila que no sean accesorios originales Olympus. 

Marcas comerciales 

• IBM es una marca registrada de International Business Machines Corporation. 

• Microsoft y Windows son marcas registradas de Microsoft Corporation. 

• Macintosh es una marca comercial de Apple Inc. 

• xD-Picture Card™ es una marca comercial. 

• Todos los demas nombres de compahias y productos son marcas registradas 
y/o marcas comerciales de sus respectivos propietarios. 

• Las normas para sistemas de archivos de camara referidas en este manual 
son las "Normas de Diseho para Sistema de Archivos de Camara/DCF" 
estipuladas por la Asociacion de Industrias Electronicas y de Tecnologia de 
Informacion de Japon (JEITA). 
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Condiciones de la garantia 

1 . Si este producto sufre algiin defecto, a pesar de haber sido usado apropiadamente (de acuerdo con 
las instrucciones del Manual de Servicio suministrado con el mismo), durante un pen'odo de dos 
anos desde la fecha de la compra a un distribuidor Olympus autorizado, que se halle dentro del area 
comercial de Olympus Imaging EuropaGmbH comofiguraen el sitioweb: http://www.olympus.com, 
sera reparado, o a opcion de Olympus reemplazado, libre de cargos. Para reclamar bajo esta 
garantia el cliente debera entregar el producto y este Certificado de Garantia antes de finalizar el 
pen'odo de garantia de dos anos, al concesionario donde fue comprado el producto o a cualquier 
Centra de Servicio Olympus, dentro del area comercial de Olympus Imaging Europa GmbH como 
figura en el sitio web: http://www.olympus.com. Durante un periodo de un aho de la Garantia 
Internacional el cliente puede presentar el producto a cualquier Centra de Servicio Olympus. Tenga 
en cuenta que no en todos los paises existe un tal Centra de Servicio Olympus. 

2. El coste del transporte del producto al establecimiento vendedor o servicio tecnico autorizado 
correra a cuenta del comprador. 

3. Por otra parte, incluso dentro del pen'odo de garantia, el comprador debera pagar los gastos de 
reparacion en los siguientes casos: 

(a) Cualquier defecto que se produzca debido al uso indebido (tal como una operacion no 
mencionada en el Manual de Servicio.) 

(b) Cualquier defecto que se produzca debido a una reparacion, modificacion, limpieza por 
otros que no sean los servicios tecnicos Olympus. 

(c) Cualquier defecto o daho debido a un transporte no adecuado, a golpes, etc. despues de 
la compra del producto. 

(d) Cualquier defecto o daho que se produzca por incendios, terremotos, inundaciones, 
tempestades u otros desastres naturales, contaminacion ambiental y fuentes irregulares de 
tension. 

(e) Cualquier defecto que se produzca por descuido o almacenamiento inadecuado (tal como 
guardarel producto en lugares con alta temperaturay humedad, cerca de insecticidas, tales 
como naftalina, o productos quimicos nocivos, y otros), mantenimiento inadecuado, etc. 

(f) Cualquier daho que se produzca debido a pilas gastadas, etc. 

(g) Dahos producidos por penetrar arena, barro, etc. en el producto. 

(h) Cuando no se adjunte esta garantia en el momento de solicitar la reparacion. 

(i) Cuando se haya realizado cualquier modificacion en la garantia como aho, mes y fecha de 
compra, nombre del comprador, nombre del establecimiento vendedor, numero de serie etc. 

(j) Cuando el justificante de compra no sea presentado con este certificado de garantia. 

4. Esta garantia cubre solo el propio producto: otros accesorios y equipo, tal como el estuche, la 
correa, la tapa del objetivo, las pilas, etc. no son cubiertos por la misma. 

5. La responsabilidad de Olympus bajo esta garantia queda limitada unicamente a la reparacion y 
reemplazo del producto. Cualquier responsabilidad por perdida o dano indirectos o consecuentes de 
cualquier tipo que sea incurrido o sufrido por el cliente debido a un defecto del producto, y en 
particular cualquier perdida o daho ocasionado a cualquier objetivo, peli'cula u otra equipo o accesorio 
usado con este producto, o ante cualquier perdida resultante de un retraso en la reparacion o perdida 
de datos, queda excluida expli'citamente. Ello no afecta a las disposiciones fijadas por la ley. 

Notas relativas a las condiciones de la garantia 

1 . Esta garantia solamente sera valida si el Certificado de Garantia ha sido rellenado debidamente 
por Olympus o un concesionario autorizado o exista cualquier otro documento que contenga una 
prueba suficiente. Por lo tanto, asegurese de que su nombre, el nombre del concesionario, el 
numero de serie y el aho, mes y fecha de la compra, se encuentren todos completosy se adjunte 
la factura de compra/venta original (indicando el nombre del concesionario, la fecha de compra 
y tipo de producto) al Certificado de Garantia. Olympus se reserva el derecho de rechazar un 
servicio gratuito si el Certificado de Garantia es incompleto o ilegible y si no se adjunta el 
documento anteriormente citado o sus datos son incompletos o ilegibles. 

2. jjEn caso de perdida de la garantia original, esta no sera sustituida por otra!! Rogamos pues la 
guarde en un lugar seguro. 

* Vease la lista en el sitio web: http://www.olympus.com para la red internacional autorizada de 

servicios de Olympus. 
Limitacion de la garantia 

Olympus no hace declaracion alguna ni realiza ningiin tipo de afirmaciones o garantias, ni 
expli'citamente ni de forma concluyente, a traves de o con referencia al contenido de esta 
documentacion impresa o en forma de software. Tampoco puede hacerse responsable de la 
capacidad de mercado o de la idoneidad para un objetivo determinado, ni tampoco por dahos tanto 
directos como incidentes o indirectos (especial mente, pero no unicamente, a dahos devengados de 
una eventual perdida de beneficios, una interrupcion o perdida de datos de negocio) que se 
desprendan del uso o de la limitacion o incapacidad de uso de esta documentacion impresa o en forma 
de software. En algunos paises no esta permitido limitar o inhibirse totalmente de la responsabilidad 
procedente de este tipo de dahos, por lo cual de garantia no tendra efectos en este caso. 



79 



Inhaltsverzeichnis 



Uberprufen Sie, ob die folgenden Komponenten 



(Verpackungsinhalt) vorhanden sind 81 

Den Trageriemen an der Kamera anbringen 81 

Die Kamera vorbereiten 82 

Die Kamera einschalten 84 

Datum und Zeit einstellen 85 

Datums- und Zeitanzeige 85 

Sprache einstellen 87 

Bilder aufnehmen 88 

Aufgenommene Bilder anzeigen 89 

Bilder loschen 89 

Grundlegende Bedienungsschritte 90 

Aufnahmemodus-Tasten 90 

Motivaufnahmeprogramme (Scene Modus) 91 

Nahaufnahmemodus 91 

Blitzprogramme 92 

Selbstausloser 92 

Stromsparfunktion 92 

Menus und Einstellungen 93 

Hauptmenii 93 

Alle Bilder loschen 93 

Anschluss der Kamera 94 

Wiedergabe auf einem Fernsehgerat 94 

Direktes Ausdrucken (PictBridge) 95 

Bilder ubertragen 96 

OLYMPUS Master-Software 98 

Technische Daten 99 

Sicherheitshinweise 101 



• Bitte lesen Sie dieses Handbuch vor Gebrauch Ihrer Kamera sorgfaltig durch, um 
eine einwandfreie Handhabung zu gewahrleisten. 

• Wir empfehlen Ihnen, vor wichtigen Aufnahmen Probeaufnahmen zu erstellen, 
damit Sie sich mit der Bedienung und den Funktionen der Kamera vertraut machen 
kbnnen. 

• Bitte beachten Sie die Sicherheitshinweise am Ende dieses Handbuchs. 

• Die Bildschirm- und Kameraabbildungen in diesem Handbuch wurden wahrend des 
Herstellungsprozesses erstellt, und konnen vom aktuellen Produkt abweichen. 
Soweit nicht anders angegeben, basieren diese Abbildungen auf dem Model 
FE-320/X-835/C-540. 
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Uberprufen Sie, ob die folgenden Komponenten 
(Verpackungsinhalt) vorhanden sind 




Digitalkamera Trageriemen Lithium-lonen-Akku 

(LI-42B) 




Ladegerat USB-Kabel AV-Kabel OLYMPUS Master 2 

(LI-40C) CD-ROM 



Zubehor ohne Abbildung: Erweiterte Anleitung (CD-ROM), Einfache 
Anleitung (diese Anleitung) und die Garantiekarte. Die Inhalte konnen je 
nach Land, in dem Sie Ihre Kamera gekauft haben, variieren. 




• Ziehen Sie den Trageriemen fest, damit ersich nicht losen kann. 



Die Kamera vorbereiten 



a. Laden Sie den Akku auf. 



Netzkabel 



[n dj 
[] Dj 



Netz- 
steckdose 




Lithium-lonen- 
Akku 

Ladegerat 



r Ladezustandsanzeige 

Die rote LED leuchtet: 
Ladevorgang lauft 
LED ist aus: Ladevorgang 
abgeschlossen 
(Ladezeit: ca. 5 Stunden) 



• Beim Kauf ist der Akku noch nicht vollstandig aufgeladen. 
b. Setzen Sie den Akku und eine xD-Picture Card 
(optional) ein. 



(2) 



11 «- 




pa 






• Legen Sie den Akku ein, 
indem Siezuerstdiemit T 
markierte Seite einlegen, 
so dass die Markierungen 
O in Richtung 
Akkuverriegelung zeigen. 
Falls Sie die Batterie nicht 
ordnungsgemali einsetzen, 
lasst sie sich nicht wieder 
entnehmen. Uben Sie keine 
Gewalt aus. Eine 
Beschadigung der Batterie- 
Aulienseite (beispielsweise 
durch Kratzer o. A.) kann eine 
Uberhitzung oder Explosion 
zur Folge haben. Konsultieren 
Sie in einem solchen Fall ein 
autorisiertes Vertriebs- bzw. 
Service-Center. 



Akkuverriegelung 

Um den Akku zu entfernen, drucken Sie 
die Akkuverriegelung in Pfeilrichtung. 



Die Kamera vorbereiten 



Kontaktbereich 




» Richten Sie die Karte wie dargestellt 
aus und fuhren Sie sie wie in der 
Abbildung gezeigt gerade in das 
Kartenfach ein. 

Schieben Sie die Karte so weit hinein, 

bis sie horbar einrastet. 

Zum Entfernen drucken Sie die Karte 

vollstandig nach innen, lassen Sie sie 

langsam los, ergreifen Sie das Ende der 

Karte, und Ziehen Sie die Karte dann 

heraus. 



» Mit dieser Kamera konnen Sie auch dann fotografieren, wenn keine 
optionale xD-Picture Card™ (nachstehend als „Karte" bezeichnet) 
eingelegt ist. Wenn beim Aufnehmen keine xD-Picture Card in diese 
Kamera eingesetzt ist, werden die Bilder im internen Speicher 
aufgezeichnet. Weitere Informationen zum Einlegen der Karte finden 
Sie in der Erweiterten Anleitung. 
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Die Kamera einschalten 



Hier erfahren Sie, wie Sie die Kamera im Aufnahmemodus einschalten konnen. 

a. Die Programmwahlscheibe auf GSK3 stellen. 




-Beim Aufnehmen von 
Einzelbildern 



- Beim Aufnehmen von Movies 
Die verschiedenen Aufnahmemodi fur Einzelbilder 

MUM Die Kamera bestimmt die optimalen Einstellungen entsprechend der 
jeweiligen Aufnahmebedingungen automatisch. 

P Die Kamera stellt automatisch den optimalen Blendenwert und die optimale 

Verschlusszeit ein. 
(tfl)) Mit dieser Funktion konnen Sie Unscharfen reduzieren, die durch 

Bewegungen des Motivs oder Verwackeln entstehen. 

Speziell zum Aufnehmen von Personen geeignet. 

Speziell zum Aufnehmen von Landschaften geeignet. 

SCENE Wahlen Sie je nach Aufnahmesituation aus 13 verfijgbaren 
Motivprogrammen das geeignete aus. 



GUIDE 



Folgen Sie der angezeigten Aufnahmeanleitung, um Bilder entsprechend 
der jeweiligen Situation mit den optimalen Einstellungen aufzunehmen. 



b. Die POWER -Taste driicken. 



POWER-Taste 




M T ZEIT 



ZURUCK»iH 



# Dieser Bildschirm wird 
angezeigt, falls Datum 
und Zeit nicht 
eingestellt sind. 

» Driicken Sie zum Ausschalten der Kamera die POWER-Taste erneut. 



Hinweis 



Die Richtungen der Pfeiltasten werden in der mitgelieferten 
Bedienungsanleitung durch AV<3t> angezeigt. 
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Datum und Zeit einstellen 



c 



— 

_ 



atums- und Zeitanzei 



3 



zuruck»S 



-J-M-T 

-Stunde 
-Minute 

-Datumsformate (J-M-T, M-T-J, T-M-J) 



1 Zum Loschen der Einstellung 

a. Driicken Sie die Tasten AH/fl und V0, und 
wahlen Sie [J]. 

• Die ersten beiden Ziffern der Jahreszahl lassen sich nicht andern. 
AH/fl-Taste 




V0-Taste 

b. Die -Taste driicken. 



® 


J M T ZEIT 









|2008P 


J/M/T 






zurQck*S 






c. Driicken Sie die Tasten AH/rQi 
und Vci), und wahlen Sie [M]. 



® 



M T ZEIT 



2008 m— —:— J/M/T 



ZURiiCK»H 
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Datum und Zeit einstellen 



d. Die -Taste driicken. 

e. Driicken Sie die Tasten AHAH 
und V0, und wahlen Sie [T]. 



© 



2008 . 08 £3 ~ -~ 



ZURUCK»S 



f. Die -Taste driicken. 

g. Driicken Sie die Tasten AHAQi 
und V0, und stellen Sie die 
Stunden und Minuten ein. 

• Die Uhrzeit wird stets im 24-Stunden-Format 
angezeigt. 

h. Die D>£ -Taste driicken. 

i. Driicken Sie die Tasten AHAQi 
und V0, und wahlen Sie [J/M/ 
T]. 



© 


J M T 


ZEIT 






2008 . 08 . 26 


12|Jj]> J/M/T 






ZURUCK»II 


EINST.»|OK] 



© 


J M T 


ZEIT 




/\ 


2008 . 08 . 26 


12:30 < »niai 






zurOck*™ 


EINST.*[OK] 



j. Wenn Sie alle Einstellungen 

vorgenommen haben, driicken Sie 

• Um eine genauere Einstellung vorzunehmen, driicken Sie zur vollen 
Minute (00 Sekunden) §§. 




Anzahl der speicherbaren 
Einzelbilder. 
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Sprache einstellen 



Driicken Sie zur Anzeige des Hauptmeniis die 
MENU-Taste. 




MENU-Taste 



Driicken Sie die [>£ -Taste, 
wahlen Sie [EINRICHTEN], und 
driicken Sie 



Driicken Sie die Tasten AH/fl 
und V0, wahlen Sie [^U], 
und driicken Sie anschlieftend 



Driicken Sie die Pfeiltasten 
(AV<lt>) zur Auswahl einer 
Sprache und driicken Sie 



Mit der beiliegenden OLYMPUS Master- 
Software konnen Sie Ihrer Kamera weitere 
Sprachen hinzufugen. Bitte lesen Sie den 
entsprechenden Abschnitt in der Erweiterten 
Anleitung. 



T.tl 



EINST.* OKI 



ZUBUCK»iS EINST. »[OKl 



EINRICHTEN 


m 


KARTE FORMAT. 




2 


DATENSICHER. 




3 


•-G3 


DEUTSCH 






PIXEL KORR. 






o/ra 


NEIN 




ZyRliCK»S 


EINST. »[OK] 
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Bilder aufnehmen 



a. Die Kamera halten. 

Querformat 



Hochformat 




b. Motiv scharfstellen. 




Die AF-Markierung leuchtet grun, sobald 
Fokus und Belichtung gespeichert sind. 
Daruber hinaus werden Verschlusszeit und 
Blendenwert angezeigt. 
Falls die AF-Markierung rot blinkt, kann die 
Kamera nicht fokussieren. Versuchen Sie, die 
Scharfe erneut zu speichern. 



AF-Markierung 
Platzieren Sie diese 
Markierung iiber Ihrem 
Motiv. 



c. Bild aufnehmen. 
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Aufgenommene Bilder anzeigen 



a. Die !"►] -Taste driicken. 




H-Taste 



Wiedergabe des nachsten 
Bilds 




Wiedergabe des vorherigen Bilds 



c 



3 



a. Driicken Sie die Tasten <|^ und um die zu 
loschenden Bilder anzuzeigen. 

b. Driicken Sie die IQI/^-Taste. 




iQl/tf-Taste 




c. Driicken Sie die A^/fl-Taste, um [JA] wahlen, 
und driicken Sie 



Aa/£L-Taste 
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Grundlegende Bedienungsschritte 



lufnahmemodus-Tast€ 



J 



Verwenden Sie diese Tasten im Aufnahmemodus, urn schnell zu einigen der 
haufiger benutzten Funktionen zu gelangen. 




Zum Auswahlen des Aufnahmemodus. 
0 H-Taste (Wiedergabe) 

Zum Auswahlen des Wiedergabemodus. 
0 MENU-Taste 

Ruft das Hauptmenij auf. 
O IOI/ / 4fl > -Taste (Erhohen der Helligkeit der Bildschirmbeleuchtung/Loschen) 

Driicken Sie IOI im Aufnahmemodus. Der Bildschirm wird heller 10 Sekunden lang. 
© Pfeiltasten (AVO) 

Zum Auswahlen von Aufnahmeprogrammen, wiederzugebenden Bildern und 

Meniielementen. 
0 <1A-Taste (Nahaufnahmemodus) 

Zum Aktivieren des Nahaufnahme- oder Super-Nahaufnahmemodus zum Erstellen von 

Nahaufnahmen. 
O AH/fl-Taste (Belichtungskorrektur/Drucken) 

Im Aufnahmemodus konnen Sie mit dieser Taste den Belichtungskorrekturwert 

einstellen, der die Bildhelligkeit betrifft. 
0 t> i -Taste (Blitzmodus) 

Sie konnen eines von 4 Blitzprogrammen wahlen: AUTO, <§> (Blitz mit Rote-Augen- 

Effekt-Reduzierung), £ (Aufhellblitz) oder © (Blitz aus). 
0 g|-Taste (OK/FUNC) 

Zeigt das Funktionsmenii an und stellt die Funktionen ein, die im Aufnahmemodus oft 

benutzt werden. Aktiviert auch die Einstellungen von Meniipunkten. 
© V0-Taste (Selbstauslbser) 

Im Selbstauslosermodus erstellt die Kamera Aufnahmen innerhalb von ca. 

12 Sekunden, nachdem Sie den Ausloser gedrijckt haben. 
0 DISP./©-Taste 

Blenden Sie durch wiederholtes Driicken der DISP./@-Taste die Hilfslinien zur 

Verbesserung der Bildkomposition ein. Wahlen Sie einen Meniipunkt aus und driicken 

Sie die DISP./©-Taste, um eine Erklarung zu dieser Funktion anzuzeigen. 
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dJjmilU.M.I„U.I»M 

Mit dieser Funktion konnen Sie den SCENE-Modus (Scene Modus) je nach Motiv 
verandern. 

O Stellen Sie die Programmwahlscheibe auf SCENE. 




Programmwahlscheibe 
]-A/V 



0 Drucken Sie A/V, urn das gewunschte Motivaufnahmeprogramm 
auszuwahlen. Drucken Sie anschlieftend § . 

Motivaufnahmeprogramme verwenden 

• * s NACHT+PERSON • & NACHTAUFNAHME • ^ SPORT 

• 'jP- INNENAUFNAHME • 44» KERZENLICHT • SJ SELBSTPORTRAT 

• £ SONNENUNTERGANG- W\ FEUERWERK • [1 VITRINE 

• f| SPEISEN • # DOKUMENTE • ,N AUKTION 

• O AUFNAHME MIT LACHELN 



Mit diesem Modus konnen Sie Nahaufnahmen mit einer Entfernung von 
lediglich 10 cm erstellen. (in Weitwinkel Position) 
s% Mit diesem Modus konnen Sie Nahaufnahmen mit einer Entfernung von 

lediglich 5 cm (FE-320/X-835/C-540)/3 cm(FE-340/X-855/C-560) erstellen. Die 
Position des Zooms ist im sH-Modus fest eingestellt. 

O Drucken Sie wiederholt die Tasten <3 JJ, wahlen Sie [fli] oder [ S *U] aus, und 
drucken Sie anschlieliend H). 
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© Drucken Sie wiederholt die Taste wahlen Sie den gewunschten 

Blitzmodus aus, und drucken Sie anschliefiend §]. 
0 Drucken Sie den Ausloser halb nach unten. 

• Wenn der Blitz auslosebereit ist, leuchtet die ^-Markierung. 
0 Drucken Sie den Ausloser vollstandig nach unten, urn die Aufnahme zu 

erstellen. 



Symbol 


Blitzmodus 


Beschreibung 


Keine 
Anzeige 


Automatische 
Blitzabgabe 


Bei niedriger Umgebungshelligkeit oder starkem 
Gegenlicht lost der Blitz automatisch aus. 


<§> 


Blitz mit Rote- 
Augen-Effekt- 
Reduzierung 


Der Blitzmodus mit Rote-Augen-Effekt-Reduzierung 
mindert dieses Phanomen erheblich, indem er vor dem 
eigentlichen Blitz mehrere Vorblitze aussendet. 




Aufhellblitz 


Der Blitz wird unabhangig von der aktuellen 
Umgebungslichtsituation ausgelost. 


© 


Blitz aus 


Die Blitzabgabe unterbleibt. 



c 



Selbstausloser 



O Drucken Sie die Taste V0, wahlen 
Sie [ON], und drucken Sie g|. 

0 Drucken Sie den Ausloser 
vollstandig nach unten, um die 
Aufnahme zu erstellen. 
• Die Selbstausloser-LED leuchtet nach 
dem Drucken des Auslosers fur ca. 10 
Sekunden und wechselt dann auf ein 
Blinksignal. Nachdem die LED fur ca. 2 
Sekunden geblinkt hat, erfolgt die Aufnahme 



Selbstausloser-LED Selbstausloser-LED 




FE-320/X-835/ 
C-540 



OLYMPU 

FE-340/X-855/ 
C-560 



c 



mU.L-UUII.WI.I.I 



Um Akkustrom zu sparen, wechselt die Kamera automatisch in den Sleep- 
Modus und beendet alle Funktionen, wenn innerhalb von ca. 3 Minuten kein 
Bedienschritt erfolgt. Reaktivieren Sie die Kamera, indem Sie den Ausloser 
oder den Zoomregler betatigen. 

Wenn innerhalb von circa 12 Minuten kein Bedienschritt erfolgt, wechselt die 
Kamera automatisch in den Sleep-Modus, wobei das Objektiv eingefahren 
und die Kamera abgeschaltet wird. Schalten Sie die Kamera wieder ein, wenn 
Sie die Kamerafunktionen wieder nutzen mochten. 
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Menus und Einstellungen 



c 



1 



O Drucken Sie die MENU-Taste, urn das Hauptmenij auf dem Monitor aufzurufen. 
0 Verwenden Sie zum Auswahlen von Menuelementen die Pfeiltasten (A V<3t>). 

Hauptmenij im 
Aufnahmemodus 




MENU-Taste 



p. 

ML. 

HHMT, (= 



zubuck»S 



EINST.»|OKl 



BILDQUAL. 

Zum Einstellen der gewiinschten Bildqualitat und -auflosung. 
KAMERAMENU 

Zum Festlegen verschiedener Aufnahmeeinstellung. 
RUECKST. 

Setzt die Kamera auf ihre werkseitigen Grundeinstellungen zuruck. 
SCENE 

Die Aufnahme je nach Motiv und Aufnahmebedingungen auswahlen. 
LAUTLOS MODUS 

Damit konnen Sie die Bedientone, Warntone, den Ausloserton, usw. wahrend 

der Aufnahme und Wiedergabe stumm schalten. 

EINRICHTEN 

Zum Einstellen des Datums, der Uhrzeit, der Sprache und anderen Einstellungen. 



c 



BBES 



ill 



O Drucken Sie im Wiedergabemodus zur Anzeige 
des Hauptmeniis die MENU-Taste. 

0 Wahlen Sie [LOSCHEN] -> [ALLES 

LOSCHEN], und drucken Sie anschliefiend g). 

© Wahlen Sie [JA] und drucken Sie anschliefiend 



• Alle Bilder werden geloscht. 



asp 



A mm, ®MMM@mmm 



EINST. ♦ [OKI 
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Anschluss der Kamera 



Wiedergabe auf einem Fernsehgerat 



Z) 



Verwenden Sie das der Kamera beiliegende AV-Kabel, wenn Sie Ihre 
Aufnahmen auf einem Fernsehgerat wiedergeben mochten. Es konnen sowohl 
Einzelbilder als auch Movies wiedergegeben werden. 

© Vergewissern Sie sich, dass Fernseher und Kamera ausgeschaltet sind. 
Verbinden Sie anschliefiend das AV-Kabel mit dem Multi-Connector der 
Kamera und dem Videoeingang des Fernsehgerats. 



FE-320/X-835/C-540 



Multi-Connector 




AV-Kabel (im Lieferumfang enthalten) 



Buchsenabdeck 



FE-340/X-855/C-560 

Multi-Connector 



An den Videoeingang (gelb) 
und den Audioeingang (weilS) 
des Fernsehgerats 
anschlieden. 




AV-Kabel (im Lieferumfang enthalten) 



0 Schalten Sie das Fernsehgerat ein und stellen Sie den Videokanal ein. 

• Weitere Informationen zum Video-Eingangskanal finden Sie in der 
Bedienungsanleitung Ihres Fernsehgerats. 

0 Schalten Sie die Kamera ein und drucken Sie die Q-Taste, urn den 
gewiinschten Wiedergabemodus auszuwahlen. 

• Die zuletzt erstellte Aufnahme wird auf dem Fernsehgerat wiedergegeben. 
Verwenden Sie die Pfeiltasten (A VOO) fur die Bildauswahl. 
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Mit dem der Kamera beiliegenden USB-Kabel konnen Sie die Kamera direkt an 
einen PictBridge-kompatiblen Druckerzum Drucken anschlieften. Das 
Ausdrucken von Bildern ist einfach durchzufiihren. 

O Rufen Sie das Bild, das Sie ausdrucken mochten, im Wiedergabemodus auf 
dem Monitor auf. 

© Schlielien Sie das eine Ende des mitgelieferten USB-Kabels an den Multi- 
Connector der Kamera an und das anderer Ende an den USB-Anschluss 
des Druckers. 



FE-320/X-835/C-540 
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Bilder ubertragen 



a. Software installieren 

O Legen Sie die OLYMPUS Master CD-ROM 
ein. 

0 Windows: Klicken Sie auf die Schaltflache 
„OLYMPUS Master 2". 
Macintosh: Doppelklicken Sie auf das 
Symbol „Setup". 

0 Folgen Sie jetzt einfach den Anweisungen auf 
dem Bildschirm. 




b. Die Kamera an einen Computer anschliefien 

© Schlieften Sie die Kamera mit dem USB-Kabel (im Lieferumfang enthalten) 
an den Computer an. 

• Der LCD-Monitor schaltet sich automatisch ein. 
FE-320/X-835/C-540 




0 Wahlen Sie [PC] auf dem LCD-Monitor und 
drucken Sie dann (IB. 



• Die Kamera wird jetzt vom PC als 
Wechseldatentrager erkannt. 



USB 










PC H> 


EINh UniJCr\ 






INDIVID. DRUCK 






SCHLIESSEN 






EINST.»IOKl 
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c. Bilder auf den Computer ubertragen 

O Nachdem Sie die Kamera angeschlossen haben, offnen Sie die OLYMPUS 
Master-Software. 



0 Klicken Sie auf „BNder ubertragen" im 
Durchsuchen-Fenster und klicken Sie dann 
auf „Von Kamera" j»$ . 



(■■)- 


. II ■ 1 • *• 


■ 


cu-amniH 




BIIHIHkID 


- 






■IMHHII 




■■•■■8 - — 











© Folgen Sie jetzt einfach den Anweisungen auf 
dem Bildschirm. 



Tipps 



• Ausfiihrliche Informationen zum Einrichten und Gebrauch der Kamera 
erhalten Sie in der „Erweiterten Anleitung" Ihrer Kamera, das Sie auf der 
mitgelieferten CD-ROM finden. 

• Weitere Hilfe finden Sie auch in der Datei „Hilfe" der OLYMPUS Master- 
Software. 
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OLYMPUS Master-Software 



OLYMPUS Master-Software: Mit dieser Software konnen 
Sie Bilder aus Ihrer Kamera herunterladen, Ihre digitalen 
Bilder und Filme anschauen, organisieren, retuschieren, 
per E-Mail versenden, drucken und vieles mehr!. 



# Systemanforderungen 



OS 


Windows 2000 Professional/XP Home Edition/XP Professional/Vista 
Oder Mac OS X (10.3 oder holier) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/ 
Duo 1 .5 GHz, oder hoher 


RAM 


256 MB oder mehr 


Festplatte 


500 MB oder mehr freier Festplattenspeicher 


Anschluss 


USB-Anschluss/IEEE 1394-Anschluss 


LCD-Monitor 


1 024 x 768 Pixel Aufldsung oder mehr bei mindestens 65.536 Farben 
(Windows) bzw. 32.000 Farben (Macintosh) 


Sonstiges 


Internet Explorer 6 oder hoher (Windows), Safari 1.0 oder hoher, 
QuickTime 6 oder hoher (Macintosh) 



Aktuelle Informationen finden Sie auf der Olympus-Website unter 
(http://www.olympus.com/) 




Benutzer-Registrierung 



Registrieren Sie Ihre Kamera beim Installieren der OLYMPUS Master- 
Software, um Ihre Garantie zu aktivieren, Benachrichtigungen iiber 
Updates zur Software- und Kamera-Firmware zu erhalten und vieles 
mehr. 
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Technische Daten 



i Kamera 



Produkttyp 
Aufnahmesystem 
Einzelbilder 

Giiltige Standards 

Tonaufzeichnung bei 
Einzelbildern 
Film 
Speicher 

Anzahl der effektiven Pixel 
Bildwandler 

Objektiv 



Belichtungsmessung 

Verschlusszeit 

Aufnahmebereich 



Monitor 

Anschlussbuchsen 
Automatisches 
Kalendersystem 
Umgebungsbedingungen 
Temperatur 

Luftfeuchtigkeit 
Spannungsversorgung 
Abmessungen 



Gewicht 



Digitalkamera (zur Bildaufzeichnung und -anzeige) 

Digital-Aufzeichnung, JPEG (in Ubereinstimmung mitder 

DCF-Norm ..Design rule for Camera File system") 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image 

Matching III, PictBridge 

Wave-Audioformat 

AVI Motion JPEG 
Interner Speicher 

xD-Picture Card (16 MB - 2 GB) (Type HIM, Standard) 
8.000.000 Pixel 

1/2,35 Zoll CCD-Chip (primarer Farbfilter), 
8.500.000 Pixel (brutto) 
FE-320/X-835/C-540: 

Olympus-Objektiv 6,3 bis 18,9 mm, f3,1 bis 5,9 (entspricht 
36 bis 108 mm bei einer 35 mm Kamera) 
FE-340/X-855/C-560: 

Olympus-Objektiv 6,3 bis 31,5 mm, f3,5 bis 5,6 (entspricht 

36 bis 180 mm bei einer 35 mm Kamera) 

Digitale ESP-Messung 

4 bis 1/2000 Sek. 

FE-320/X-835/C-540: 

0,6 m bis oo (W), 1 ,0 m bis oo (T) (Normal) 

0,1 m bis oo (W), 0,6 m bis oo (T) (Nahaufnahmemodus) 

0,05 m (Super-Nahaufnahmemodus) 

FE-340/X-855/C-560: 

0,6 m bis oo (W), 1 ,0 m bis oo (T) (Normal) 
0,1 m bis oo (W), 0,6 m bis oo (T) (Nahaufnahmemodus) 
0,03 m (Super-Nahaufnahmemodus) 
2,7-Zoll-TFT-Farb-LCD-Monitor mit 230.000 Dots 
USB-Anschluss, A/V OUT-Eingang (Multi-Connector) 
2000 bis 2099 



0°C bis 40°C (Betrieb)/ 

-20°C bis 60°C (Lagerung) 

30% bis 90% (Betrieb)/10% bis 90% (Lagerung) 

Olympus Lithium-lonen-Akku (LI-42B/LI-40B) 

FE-320/X-835/C-540: 

91,3 mm (B)x 56,8 mm (H) x 19,1 mm (T) 

(ohne Gehausevorsprunge) 

FE-340/X-855/C-560: 

96,9 mm (B) x 57,5 mm (H) x 22,6 mm (T) 

(ohne Gehausevorspriinge) 

FE-320/X-835/C-540: 95 g ohne Akku und Karte 

FE-340/X-855/C-560: 116 g ohne Akku und Karte 
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iLithium-lonen-Akku (LI-42B) 



Produkttyp 
Standardspannung 
Standard kapazitat 
Akkulebensdauer 
Umgebungsbedingungen 
Temperatur 



Abmessungen 
Gewicht 



Wiederaufladbarer Lithium-lonen-Akku 
Gleichspannung 3,7 V 
740 mAh 

Ca. 300 mal vollstandig aufladbar (je nach Verwendung) 

0°C bis 40°C (Ladevorgang)/ 
-10°C bis 60°C (Betrieb)/ 
-20°C bis 35°C (Lagerung) 
31,5 x 39,5 x 6 mm 
Ca. 15 g 



> Akkuladegerat (LI-40C) 



Netzversorgung 

Ausgang 
Aufladezeit 

Umgebungsbedingungen 
Temperatur 

Abmessungen 
Gewicht 



Wechselstrom 100 bis 240 V (50 bis 60 Hz) 
3,2 VA (100 V) bis 5,0 VA (240 V) 
Gleichspannung 4,2 V, 200 mA 
Ca. 5 Stunden 

0°C bis 40°C (Betrieb)/ 
-20°C bis 60°C (Lagerung) 
62 x 23 x 90 mm 
Ca. 65 g 



Design und technische Daten konnen ohne Vorankundigung geandert werden. 
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Sicherheitshinweise 



A 



VORSICHT 



STROMSCHLAGGEFAHR 
NICHT OFFNEN 



A 



VORSICHT: ZUR VERMEIDUNG VON STROMSCHLAGEN NIEMALS DAS 

GEHAUSE (ODER DIE GEHAUSERUCKSEITE) ENTFERNEN. DIESES 
PRODUKT ENTHALT KEINERLEI BENUTZERSEITIG ZU WARTENDE TEILE. 
UBERLASSEN SIE WARTUNGSARBEITEN QUALIFIZIERTEM FACHPERSONAL. 



A 

/f\ GEFAHR 
/j\ ACHTUNG 
/f\ VORSICHT 



Das Ausrufungszeichen im Dreieck verweist auf wichtige Hand ha bungs- und 
Wartungsanweisungen in der zu diesem Produkt gehorigen Benutzerdokumentation. 



Die Nichtbeachtung der zu diesem Warnsymbol gehorigen Informationen kann schwere 
Verletzungen mit Todesgefahr zur Folge haben! 



Die Nichtbeachtung der zu diesem Warnsymbol gehorigen Informationen kann 
Verletzungen mit Todesgefahr zur Folge haben! 



Die Nichtbeachtung der zu diesem Warnsymbol gehorigen Informationen kann leichte 
Verletzungen, Sachschaden sowie den Verlust von gespeicherten Daten zur Folge haben! 



ACHTUNG 

DIESES PRODUKT NIEMALS NASSE AUSSETZEN, AUSEINANDER NEHMEN ODER BEI HOHER FEUCHTE 
BETREIBEN. ANDERNFALLS BESTEHT FEUER- UND STROMSCHLAGGEFAHR. 



Allgemeine Vorsichtsmafiregeln 



Die Benutzerdokumentation sorgfaltig lesen — Vor dem Gebrauch dieses 

Produktes erst die Bedienungsanleitung lesen. Bewahren Sie alle 

Benutzerhandbucher und Dokumentationen zum spateren Nachschlagen auf. 
Reinigung — Trennen Sie dieses Produkt vor jeder Reinigung vom Netz. Zur 

Reinigung ein befeuchtetes Tuch verwenden. Niemals Losungsmittel, sich 

verfluchtigende oder organische Reinigungsmittel verwenden. 
Zubehor — Ausschliefilich von Olympus empfohlenes Zubehor verwenden. 

Andernfalls kann dieses Produkt schwer beschadigt und eine 

Verletzungsgefahr nicht ausgeschlossen werden. 
Nasse und Feuchtigkeit — Die Sicherheitshinweise zu spritzwasserfesten 

Produkten finden Sie im entsprechenden Abschnitt des Referenzhandbuchs. 
Standort — Urn Schaden an der Kamera zu vermeiden, sollten Sie die Kamera 

fest auf ein stabiles Stativ, Gestell Oder auf einer Halterung befestigen. 
Stromversorgung — Es diirfen ausschliefilich geeignete Stromquellen 

entsprechend des am Produkt angebrachten Typenschildes verwendet 

werden. 

Fremdkorper — Darauf achten, dass keine metallischen Gegenstande in das 
Produktinnere, gelangen. Andernfalls konnen Sie Verletzungen davontragen. 

Hitze — Dieses Produkt niemals in der Nahe von Hitze abstrahlenden 
Vorrichtungen (wie Heizkorper, Ofen, Beliiftungsoffnungen usw.) und 
Geraten (z. B. Hochleistungsverstarker usw.) betreiben oder aufbewahren. 
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A ACHTUNG 

# Die Kamera niemals in der Nahe von entflammbaren oder 
explosiven Gasen verwenden. 

# Richten Sie niemals den Blitz oder die LED (Leuchtdiode) aus geringer 
Entfernung auf Personen (insbesondere Kleinkinder oder Sauglinge usw.). 

• Sie mussen Sie mindestens 1 m vom Gesicht einer Person entfernt sein. 
Andernfalls kann die Blitzabgabe eine vorubergehende Einschrankung der 
Sehfahigkeit verursachen. 

# Kinder und Kleinkinder von der Kamera fernhalten. 

• Die Kamera stets so verwenden und aufbewahren, dass Kinder keinen Zugriff 
haben konnen. In den folgenden Fallen besteht die Gefahr von schweren 
Verletzungen: 

• Strangulierungs- und Erstickungsgefahr durch den Trageriemen der Kamera. 

• Versehentliches Verschlucken von Akkus, Speicherkarten oder sonstigen 
kleinen Teilen. 

• Versehentliches Auslosen des Blitzes bei zu geringem Augenabstand. 

• Verletzungen durch bewegliche Teile der Kamera. 

# Niemals die Kamera auf extrem helle Lichtquellen (Sonne, 
Scheinwerfer usw.) richten. 

# Die Kamera niemals an Orten verwenden, die starker 
Staubeinwirkung oder hoher Feuchtigkeit ausgesetzt sind. 

# Den Blitz bei der Blitzabgabe nicht beruhren oder verdecken. 

A VORSICHT 

# Die Kamera niemals verwenden, wenn an ihr u ngewoh nliche Gerausche 
bzw. Geruchs- oder Rauchentwicklung festgestellt werden. 

• Die Akkus niemals mit baren Handen entfernen. Es besteht Feuergefahr 
und Sie konnen Brandverletzungen davontragen. 

# Die Kamera niemals mit nassen Handen halten oder bedienen. 

# Die Kamera niemals an Orten aufbewahren, an denen hohe 
Temperaturen auftreten konnen. 

• Andernfalls kann es zu ernsthaften Schaden an der Kamera kommen und die 
Kamera kann in Einzelfallen Feuerfangen. Niemals ein Ladegerat betreiben, 
wenn dieses abgedeckt ist (z. B. durch eine Stoffdecke usw.). Andernfalls 
kann Uberhitzung mit Feuergefahr auftreten. 

# Die Kamera stets vorsichtig handhaben, um leichte 
Hautverbrennungen zu vermeiden. 

• Falls die Kamera Metallteile enthalt, kann es bei Uberhitzung zu leichten 
Hautverbrennungen kommen. Achten Sie bitte auf die folgenden Punkte: 

• Die Kamera erwarmt sich bei langerem Gebrauch. Wenn Sie die Kamera in 
diesem Zustand beruhren, kann es zu leichten Hautverbrennungen kommen. 

• Bei der Einwirkung extrem niedriger Temperaturen kann die Temperatur des 
Kameragehauses unterhalb der Umgebungstemperatur liegen. Bei extrem 
niedrigen Umgebungstemperaturen sollten daher Handschuhe getragen 
werden, wenn die Kamera gehandhabt wird. 

# Den Trageriemen vorsichtig handhaben. 

• Handhaben Sie den Trageriemen vorsichtig, wenn Sie die Kamera tragen. 
Er kann sich an hervorstehenden Gegenstanden verfangen und dadurch 
schwere Schaden verursachen. 
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Bitte beachten Sie diese wichtjgen Richtlinien, um das Auslaufen von 
Batterieflussigkeit sowie das Uberhitzen, Entziinden Oder Platzen des 
Akkus und/oder Stromschlage und Verletzungen zu vermeiden. 

A GEFAHR 

• Die Kamera arbeitet mit einem von Olympus spezifizierten Lithiumionen-Akku. 
Laden Sie den Akku vor Gebrauch mit dem Ladegerat vollstandig auf. In 
keinem Fall darf ein ungeeignetes Ladegerat verwendet werden. 

• Akkus niemals stark erwarmen oder verbrennen. 

• Akkus stets so transportieren Oder aufbewahren, dass sie nicht in Beruhrung 
mit metallischen Gegenstanden (wie Schmuck, Biiroklammern, Nagel usw.) 
kommen. 

• Akkus niemals an Orten aufbewahren, die direkter Sonneneinstrahlung Oder 
hoher Aufheizung durch Sonneneinstrahlung (z. B. im Inneren eines 
Fahrzeugs) oder durch eine Heizquelle usw. ausgesetzt sind. 

• Sorgfaltig alle Vorschriften zur Akkuhandhabung beachten. Andernfalls kann es 
zum Auslaufen von Batterieflussigkeit oder zu Schaden an den Batteriepolen 
kommen. Niemals Akkus zerlegen, umbauen oder die Batteriepole verloten. 

• Falls Batterieflussigkeit mit Ihren Augen in Beruhrung kommt, die Augen sofort 
mit klarem Wasser spiilen und sofort einen Augenarzt aufsuchen. 

• Akkus stets so aufbewahren, dass Kinder keinen Zugriff haben konnen. Falls 
ein Kind einen Akku verschluckt, sofort einen Arzt aufsuchen. 

A ACHTUNG 

• Akkus stets trocken halten. 

• Ausschliefilich fur die Verwendung mit diesem Produkt empfohlene Akkus 
verwenden. Andernfalls kann Batterieflussigkeit austreten oder der Akku kann 
sich uberhitzen, entziinden oder explodieren. 

• Den Akku vorsichtig, wie in der Bedienungsanleitung beschrieben, einlegen. 

• Falls die Akkus nicht innerhalb der zulassigen Zeitspanne aufgeladen werden 
konnen, den Ladevorgang abbrechen und diese Akkus nicht verwenden. 

• Niemals einen Akku verwenden, der Risse aufweist oder anderweitig 
beschadigt ist. 

• Falls wahrend des Gebrauchs an Akkus Farb-, Form- oder sonstige Veranderungen 
festgestellt werden, die Kamera nicht weiter verwenden. 

• Falls Batterieflussigkeit an der Haut oder Kleidung haften bleibt, die Kleidung 
entfernen und die betroffenen Stellen sofort mit klarem Wasser reinigen. Falls 
Hautverbrennungen auftreten, sofort einen Arzt aufsuchen. 

• Akkus niemals heftigen Erschiitterungen oder lang dauernden Vibrationen 
aussetzen. 

A VORSICHT 

• Den Akku vor dem Einlegen stets auf Leeks, Verfarbungen, Verformungen 
oder sonstige Beeintrachtigungen iiberpriifen. 

• Der Akku kann sich bei langerem Gebrauch stark erwarmen. Nach dem 
Gebrauch der Kamera erst etwas warten, ehe der Akku entnommen wird. 
Andernfalls besteht die Gefahr von leichten Hautverbrennungen. 

• Wenn die Kamera fur langere Zeit gelagert werden soil, unbedingt erst den 
Akku entnehmen. 



103 



Fur Kunden in Europa 

Das (CE)-Zeichen bestatigt, das dieses Produkt mit den europaischen 
Bestimmungen fur Sicherheit, Gesundheit, Umweltschutz und 
Personenschutz ubereinstimmt. Mit dem (CE)-Zeichen versehene Kameras 
sind fur den europaischen Markt bestimmt. 

Dieses Symbol [durchgestrichene Miilltonne nach WEEE Anhang IV] weist 
auf die getrennte Riicknahme elektrischer und elektronischer Gerate in EU- 
Landern hin. 

Bitte werfen Sie das Gerat nicht in den Hausmiill. 

Informieren Sie sich uber das in Ihrem Land giiltige Rucknahmesystem und 
nutzen dieses zur Entsorgung. 




Sicherheitshinweise zum Gebrauch des Akkus und Ladegerats 

Es wird ausdrucklich empfohlen, ausschlieftlich einen Akku und ein Ladegerat 
zu verwenden, welche als Original-Olympus-Zubehor erhaltlich und spezifisch 
fur diese Kamera geeignet sind. Falls ein Akku und/oder ein Ladegerat einer 
anderen Ausfuhrung als Original-Olympus-Zubehor verwendet werden, kann es 
infolge von auslaufender Akkuflussigkeit, Uberhitzung, Funkenbildung zu 
Schaden am Akku, sonstigen Schaden und Verletzungen kommen, und es 
besteht Feuergefahr. Olympus haftet nicht fur Unfalle und Schaden, welche auf 
die Verwendung von Akkus und/oder Ladegeraten einer anderen Ausfuhrung als 
Original-Olympus-Zubehor zuruckzufuhren sind. 

Warenzeichen 

• IBM ist ein eingetragenes Warenzeichen der International Business Machines 
Corporation. 

• Microsoft und Windows sind eingetragene Warenzeichen der Microsoft 
Corporation. 

• Macintosh ist ein Warenzeichen der Apple Inc. 

• xD-Picture Card™ ist ein Warenzeichen. 

• Alle weiteren Firmen- und Produkteigennamen sind eingetragene 
Warenzeichen/Handelsmarken der jeweiligen Rechteinhaber. 

• Die Bilddatenverwaltung dieser Kamera unterstutzt die DCF-Norm „Design 
Rule for Camera File System" der JEITA (Japan Electronics and Information 
Technology Industries Association). 
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Garantiebedingungen 

1 . Sollte an dem Produkt trotz sachgemafter Handhabung (entsprechend den Angaben in der zugehorigen 
Bedienungsanleitung) innerhalb von zwei Jahren nach dem Erwerb von einem autorisierten Olympus 
Handler ein Defekt auftreten, wird das Produkt innerhalb des Geschaftsbereiches der Olympus Imaging 
Europa GmbH, dessen Ausdehnung auf der Website http://www.olympus.com aufgefuhrt ist, kostenlos 
repariert oder nach Wahl von Olympus umgetauscht. Wenn fur Reparaturarbeiten Garantieanspruche 
geltend gemacht werden sollen, mussen das Produkt und die Garantieurkunde vorAblauf der zweijahrigen 
Garantiezeit bei der Verkaufsstelle oder jeder anderen autorisierten Olympus Kundendienststelle, des zur 
Olympus Imaging Europa GmbH gehorigen Geschaftsbereichs, dessen Ausdehnung auf der Website 
http://www.olympus.com aufgefuhrt ist, vorgelegt werden. Innerhalb von einem Jahr ab dem Kaufdatum 
kann im Falle von Reparaturarbeiten entsprechend der Weltgarantie der Garantieanspruch an jeder 
beliebigen autorisierten Olympus Kundendienststelle geltend gemacht werden. Bitte beachten Sie, dass 
autorisierte Olympus Kundendienststellen nicht in alien Landern vorzufinden sind. 

2. Der Kunde hat das Produkt auf eigenes Risiko zum Olympus-Handler oder zum Olympus- 
Kundendienst zu transportieren und ist fur alle anfallenden Transportkosten verantwortlich. 

3. Innerhalb der Garantiezeit werden dem Kunden in den folgenden Fallen dennoch Kosten fur 
Reparaturarbeiten in Rechnung gestellt: 

(a) Fur Schaden, die auf unsachgemafie Handhabung (anders als die Hinweise in der 
Bedienungsanleitung) zuruckzufuhren sind. 

(b) Fur Schaden, die auf Reparaturen, Umbau, Reinigung usw. die nicht von einer Olympus- 
Kundendienstelle vorgenommen wurden, zuruckzufuhren sind. 

(c) Fur Schaden, die auf unsachgemaften Transport, auf Fall oder Erschutterungen usw. nach 
dem Kaufdatum zuruckzufuhren sind. 

(d) Fur Schaden, die auf Feuer, Erbeben, Uberschwemmung, Unwetter und andere Naturkatastrophen, 
Umwelteinflusse oder nicht vorschriftsgemafte Spannungsversorgung zuruckzufuhren sind. 

(e) Fur Schaden, die auf unsachgemafie oder fahrlassige Lagerung (bei besonders hohen 
Temperaturen, hoher Luftfeuchtigkeit, in der Nahe von Insektiziden wie Naphtalin oder 
schadlichen Chemikalien etc.) bzw. unsachgemafie Wartung etc. zuruckzufuhren sind. 

(f) Fur Schaden, die auf verbrauchte Batterien etc. zuruckzufuhren sind. 

(g) Fur Schaden, die auf das Eindringen von Sand, Schlamm etc. in das Gerateinnere 
zuruckzufuhren sind. 

(h) Wenn diese Garantieurkunde nicht bei der Reparaturannahme vorgelegt werden kann. 

(i) Wenn die Eintragungen dieser Garantieurkunde bei den Angaben zum Jahr, Monat und Tag 
des Kaufdatums, Kundennamen, Handlernamen, zurSeriennummeretc. verandert wurden. 

(j) Wenn der Kaufbeleg (Kassenbon) nicht zusammen mit der Garantiekarte vorgelegt werden kann. 

4. Die Garantiebedingungen gelten ausschliefilich fur das Produkt selbst. Andere Teile, wie 
Tragetasche, Tragegurt, Objektivdeckel, Batterien etc. fallen nicht unter diese Garantie. 

5. Unter dieser Garantie ist Olympus ausschliefilich zu der Reparatur oder dem Umtausch dieses 
Produktes verpflichtet. Ausgeschlossen vom Garantieanspruch sind Folgeschaden oder -verluste 
jedweder Art fur den Kunden, die durch einen Defekt dieses Gerats hervorgerufen werden. Dies gilt 
insbesondere fur den Verlust von und/oder Schaden an Objektiven, Filmmaterial sowie sonstige 
Ausrustungen und Zubehorteile, die zusammen mit diesem Produkt verwendet werden, oder fur 
Gewinnausfall oder Einbufien jedweder Art, die aus einer Verzogerung der Reparaturarbeiten oder 
dem Verlust von Daten herruhren. Zwingende gesetzliche Bestimmungen sind hiervon nicht betroffen. 

Hinweise zur Ausfertigung der Garantieurkunde 

1 . Diese Garantie ist nur dann gultig, wenn die Garantieurkunde seitens Olympus oder eines 
autorisierten Handlers ordnungsgemafl ausgefullt worden ist oder sonstige Dokumente 
ausreichende Nachweise enthalten. Vergewissern Sie sich daher, dass Ihr Name, der Handlername, 
die Seriennummer und das Kaufdatum (Tag, Monat, Jahr) vollstandig und gut leserlich eingetragen 
sowie der Original-Kaufvertrag bzw. - Kaufbeleg (einschlieftlich Handlername, -adresse, Kaufdatum 
und Produktbezeichnung) der Garantieurkunde beigefugt sind. Olympus behalt sich das Recht vor, 
kostenlose Kundendienstleistungen zu verweigern, falls die Eintragungen in der Garantieurkunde 
unvollstandig oder unleserlich sind oder die oben genannten Dokumente nicht beigefugt bzw. die 
darin enthaltenen Eintragungen unvollstandig oder unleserlich sind. 

2. Es wird keine Ersatz-Garantieurkunde ausgestellt! Bewahren Sie diese Garantieurkunde daher 
sorgfaltig auf. 

* Fur das autorisierte, international Kundendienst- und Vertriebsnetz vergleichen Sie bitte die 

Liste auf der Webseite: http://www.olympus.com. 
Garantiebeschrankungen 

Olympus trifft keine Aussagen und gibt keine Zusicherungen oder Garantien, weder ausdrucklich noch 
konkludent, mittels oder bezuglich des Inhalts dieser schriftlichen Unterlagen oder Software ab, und ist 
keinesfalls haftbar fur Marktfahigkeit oder Tauglichkeit fur einen bestimmten Zweck oder fur etwaige 
direkte, beilaufige oder indirekte Schaden (insbesondere, jedoch nicht beschrankt auf Schaden hinsichtlich 
entgangenen Gewinns, einer Geschaftsunterbrechung oder des Verlusts von Geschaftsdaten) in Folge der 
Nutzung oder Einschrankung bzw. Unmoglichkeit der Nutzung dieser schriftlichen Unterlagen oder 
Software. Einige Lander gestatten den Ausschluss oder die Beschrankung der Haftung fur derartige 
Schaden nicht, so dass die vorstehenden Beschrankung bei Ihnen eventuell nicht angewendet werden. 
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• llepefl ncnonb30BaHneM KaMepbi BHMMaTenbHO npoHTme HacTomnee 

pyKOBOflCTBO. 

• ripe>Kfle neM flenaTb Ba>KHbie cpoTorpadpnn, peKOMeHflyeTcn qqenaTb 
HecKonbKO npo6Hbix chmmkob, HTo6bi npuBbiKHyTb k hobom cpOTOKaMepe. 

• Co6nioflaMTe npaBuna TexHMKH 6e3onacHoc™, npuBefleHHbie b KOHue 
HacTonLnero pyKOBOflCTBa. 

• MnjlKDCTpai4MM SKpaHOB M CpOTOKaMepbl B 3T0M pyKOBOflCTBe CflenaHbl BO 

BpeMH pa3pa6oTKM n MoryT BbimnfleTb HHane neM fleMCTBHTenbHoe 
M3flenne. Ecnn He yKa3aHO MHane, stm unmocTpaunn npeflCTaBJieHbi flna 
MOflenn FE-320/X-835/C-540. 
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BbiHbTe M3 kopo6km 3tm npeflMeTbi 




3apaflHoe Ka6enb USB Ka6enb AV KoMnaKT-flkiCK 

ycTpoMCTBO OLYMPUS Master 2 

(LI-40C) 

Ha pucyHKax He noKa3aHbi: rioriHoe pyKOBOflCTBO (KOMnaKT-flMCK), 
OcHOBHOe pyKOBOflCTBO (HacTOHLnee pyKOBOflCTBO ) m rapaHTMMHasq KapTa. 
KoMnneKT nocTaBKM MO>KeT pa3nnHaTbcsq b 3aBMCMMOCTH ot MecTa 
npno6peTeHMfi. 




floflroTOBKa 4>OTOKaMepbi 



a. 3apyiflMTe aKKyMyrmTop. 




1/lOHHO-nHTHeBbM 

aKKyMynsuop 
3apaflHoe 

yCTpoilCTBO 



r MHflMKaTOp 3apflflKM 

TopuT KpacHbiM! 3apn>KaeTC5i 
He BbicBeHMBaeTcn: 3apsiflKa 
3aBepujeHa (Bpeivisi 3apaflKM: 
npn6jiM3MTenbHO 5 nacoB) 



• AKKyMynaTop nocTaBJiaeTcn nacTUHHO 3apn>KeHHbiM. 

b. BcTaBbTe aKKyMyrmTop m KapTy xD-Picture Card 

(flOnOJlHMTejlbHO). 

» BdaBbTe 
aKKywiynsiTop 

CTOpOHOM, 

o6o3HaneHHOM T, 
OTMeTKaMM O k pyHKa 
cpHKcarapa 
aKKywiynsiTopa. 
ripn HenpaBunbHOM 
ycTaHOBKe 6aTapen bu He 
CMOweTe noTOM ee 
M3BneHb. He npniweHsiMTe 
cmiy. rioBpe>KfleHMe 
Kopnyca 6aTapen 
(uapannHbi m T.fl.) MO>KeT 
npuBecTM k ee HarpeBy 
nnn B3pblBy. 06paTMTecb 
K aBTOpM30BaHHOMy 
flMCTpn6bK)TOpy \AH\A B 
CepBMCHbIM L(eHTp. 

PyHKa cpMKCaTopa aKKyMynsiTopa 
MTo6bi n3BneHb aKKyMynaTop, Ha>KMMTe 
pyHKy cpHKcarapa aKKyMynHTopa b 
HanpaBiieHMM, y«a3aHHOM CTpemoM. 
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floflroTOBKa 4>OTOKaMepbi 



30Ha K0HT3KT0B 

• Pacnono>KMTe KapTy naMa™, KaK 
noKa3aHO Ha pwcyHKe, m BdaBbTe 
ee b cjiot fliisq KapT naMa™. 
BcTaBJiHMTe KapTy flo 3ame/iKMBaHi/iH Ha 
MecTe. 



MTo6bi n3Bnenb KapTy, HawMHTe Ha Heeflo 
ynopa, MeflneHHO BbiCBo6oflHTe, 
3axBaTHTe KapTy, a 3aTeM n3BneKHTe. 



r® 

















\ a 1 







• C nOMOLUbK) 3T0M CpOTOKaMepbl MO>KHO fleiiaTb chmmkm, He BCTaBnaa 

flonojiHHTenbHyio KapTy naMa™ xD-Picture Card™ (flanee "KapTa"). 
Ecjtm chmmkm .qenaiOTCfl 6e3 Mcnonb30BaHMsi KapTbi xD-Picture Card, 
chmmkm 6yflyT 3anMCbiBaTbca bo BHyTpeHHioio naMsiTb. rioflpo6Hee o 

BCTaBKe KapTbi CMOTpMTe B flOJlHOM pyKOBOflCTBO. 



na3 
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BKjiioHMTe cfxrroKaMepy 



3flecb o6"b!iCH!qeTcsq, KaK BKHKWHTb cpcrroKaMepy b pewmvie cteMKM. 

a. YcTaHOBMTe amck pewiiMOB b nonoweHiie ESSE- 




Pe>KMMbl C(30TOC"beMKM 



HUE 


<J>OTOKaMepa aBTOMaTMHecKM onpeflenaeT onTHManbHbie HacTpoMKH no 




ycnoBHaM cbeMKW. 


P 


<J>OTOKaMepa aBTOMaTMHecKM ycTaHaBnMBaeT onTMManbHyio Bbiflep>KKy h 




AMaqbparMy. 




flaHHaa (pyHKL(Hfi CHMxraeT sqbqbeKT pa3MbiTOCTM M3o6pa«eHnn npw 




CpOTOrpaCpMpOBaHWM 06"beKT0B B ABMWeHMM HJ1H flpO)KaHMH tpOTOKaMepbl. 




PeKOMeHflyeTcn a^h cteMKM nioflew. 




PeKOMeHflyeTca pjm cteMKM npnpoflHbix naHfliuaqbTOB. 


SCENE 


Bbi6epnTe oahh m3 13 flocTynHbix pewMMOB cueHbi b 3aBHCMMOc™ ot ycnoBMii 




CbeMKW. 


GUIDE 


PyKOBOflCTBO no cteMKe, OTo6pa>KaeMoe Ha SKpaHe, noMO>KeT BaM AenaTb 




CHHMKM C yHeTOM CMTyaL(MM H CK)>KeT3. 



b. Ha>KMMTG KHonKy POWER. 




KHonKa POWER 




0 3tot SKpaH 

OTo6pa>KaeTC!q, ecnn 
flaTa m BpeMn He 
ycTaHOBneHbi. 

• MTo6bi BbiKJiKDHHTb Kaiwepy, Ha>KMMTe KHonKy POWER euje pa3. 



CoBeT 



B nocTaBnaeMOM pyKOBOflCTBe no 3KcnnyaTaL(MH 
HanpaBneHMfl KnaBnuj Kypcopa yKa3aHbi AV<lt>. 
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A 

I 



V 



YcTaHOBMTe flaTy m Bpeivm 



c 



flucnnePi flaTbi m Bpewiemi 



FFFF 

I II 1 1 B 



■ r-M-fl 

■ Macbi 

■ MMHyTbl 

. OopMaTbi flaTbi (f-M-fl, M-fl-f, fl-M-f) 



OnvieHa ycTaHOBKM 



a. Ha>KMMTe khoiikm A[2AQ] m V0, HTo6bi Bbi6paTb [!"]■ 



riepBbie flBe micppbi rofla He M3MeHsii0Tcsi. 

KHonKa AH/fl 




KHonKa V0 



© 

r MA BPEMfl 
20081 



b. Ha>KMMTe KHonxy D>£. 




KHonKa D>£ 



C. Ha>KMMTe KHOIIKM A^/[D] M 

V0, MTo6bi Bbi6paTb [M]. 



© 

r M fl BPEMfl 



2008 .[]]].— — — 



OTIEHA*™ 
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YcTaHOBUTe flaTy n BpeMn 



d. HawMiiTe KHonKy \>^. 

e. Ha>KMMTe khoiikm A0/[Q] m 

V0, MTOSbl Bbl6paTb [fl]. 



f. Ha>KMMTe KHonKy t> ^ ■ 

g. Ha>KMMTe khoiikii A0/[Q] m 
Vi£), HTo6bi Bbi6paTb Macbi m 

MMHyTbl. 

• Bpewifl OTo6pa>KaeTCfl b 24-nacoBOM 
cpopiwaTe. 

h. Ha>KMMTe KHonKy 

i. HawMiiTe khoiikm A0/[Q] m 
Vci), HTo6bi Bbi6paTb [f/M/fl]. 



© 

f M fl BPEM51 



2008.08.0 --:-- f/M/fl 



® 


r m fl 


BPEMfl 






2008 .08.26 


12:[JJ> r/M/n 






OThHA'BS 


yCTAH»lQKl 



® 


r m fl 


BPEMJ1 






2008 .08.26 


12:30 < IWA TJ'\ 






0TME«A»B 


yCTAH *fOKl 



j. nocne Toro, KaK Bee HacTpoMKM BbinormeHbi, 

Ha>KMMTe 



• flnn tohhom ycTaHOBKM h3>kmmtg no cnmanaM tohhoto BpeMeHM 
(00 ceKyHfl). 




Ko/iHHecTBO coxpaHnen/ibix 

tjDOTOCHHMKOB. 
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YCTaHOBMTe A3blK 



a. Ha>KMMTe KHonKy MENU flrm OToSpaweHkm 
rnaBHoro Memo. 




KronKa MENU 




BblXOfl *-MSnu 



msas pr 

yCTAH»IOKl 



b. Ha>KMMTe KHonKy D>£, HToSbi 
Bbi6paTb [HACTPOMKA], 3aTeM 

Ha>KMMTe 



c. Ha>KMMTe KHonKM A^/[Q] m 
V0, 4To6bi Bbi6paTb [^GD], 
3aTeM Ha>KMMTe 



d. Ha>KMMaMTe KJiaBiiujn Kypcopa 
(AV<|t>), HTo6bi Bbi6paTb 
fl3biK, a 3aTeM HawMme 



• npunaraeivioe nporpaMMHoe o6ecne4em/ie 
OLYMPUS Master no3BonneT flo6aBnsiTb 
flpyrne fl3biKi/i. Cm. "flojiHoe pyKOBOflCTBo". 




HACTPOMKA 


1] 




2 


PE3EPB. I 


3 


G-LU I pyccKHtf 




PIXEL MAPPING 




O/LE HET 


Bl 


X0H»iU yCTAH »IOKl 



9m 




PORTUGUES 




CESKY 


SVENSKA 




NEDERLANDS 


NORSK 




DANSK 


SUOMI 




POLSKI 


HRVATSKI 




HA3Afl»!S!i 


yCTAH ♦[OKI 
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C"beMKa 



a. KaK npaBMJibHo AepxtaTb cjDOTOKaiviepy. 



ropM30HTaribHbiM 3axBaT 



BepTMKaribHbiM 3axBaT 




b. OoKycwpoBKa. 




Bn3npHan MeTKa AO 3aropaeTca 3eneHbiM 
UBeTOM, Korfla 3acpnKcnpoBaHbi cponyc n 
3Kcno3Mi4Hfl. Ha SKpaHe OTo6pa>t<aK)TCfl 
3HaneHMe BbiflepwKM n fluacpparivieHHoe 

HHCJIO. 

Ecjim cpoTOKaiviepa He MO>KeT npon3BecTM 
cpoKycupoBKy, BM3npHan MeTKa AO HaHMHaeT 
MuraTb KpacHbiM UBeTOM. nonbiTai/rrecb 
3acpMKcnpoBaTb cpoKyc eme pa3. 



Bn3npHan MeTKa AO 
HaBeflMTe 3Ty paMKy 
Ha 06"beKT CbSMKM. 



c. C"beMKa. 




MkiraeT MHflMKaTop o6pameHna k KapTe. 
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flpOCMOTpilTe CHMMKM 



a. Ha>KMiiTe KHonKy [►] . 




KHonKa H 



— ( *J||aj* ) — OTo6pa>KaeT cneAyiomyio 
cpoTorpacfjwio 




OTo6pa>KaeT npeAbiAyLMyK) (JjoTorpacpHio 



c 



YflaneHwe chmmko 



J 



a. Ha>KMMTG KHOI1KM <|^ M t>^, HT06bl OT06pa3MTb 

chmmkm, KOTopbie cneflyeT yflariMTb. 

b. Ha>KMMTe KHonKy IQI/^. 




KHonKa IQI/'S? 




c. Ha>KMMTe KHonKy AHAQi. Bbi6epMTe [flA], 3aTeM 



Ha>KMMTe 




KHonKa AH/fl 




OCHOBHbie 4)yHKMMM 



cz 



HonKM pe>KMMa cbeMKu 



rionb3yMTecb stmmm KHonKaMM flnn 6bicTporo flocTyna k HeKOTOpbiM nacTO 
ncnonb3yeMbiM cpyHKLinsiM b pewwvie cteMKM. 



o 

0 
o 
o 
0 
0 
© 

0 

0 




KHonKa O (CteMKa) 

Bbi6op pe>KHMa cteMKM. 
KHonKa [t] (ripocMOTp) 

Bbi6op pewHMa npocMOTpa. 
KHonKa MENU 

0"ro6pa>KaeT BepxHee MeHio. 

KHonKa lOI/ 1 ^ (KoMneHcaijmi 3aflHeM noflCBeTKM/yflajiem-ie) 

Ha>KMMTe IOI b pewHMe cteMKM. Mohmtop CTaHOBMTcn ap^e b TeneHMM 10 ceKyHfl. 
KnaBMLun Kypcopa (AV<3t>) 

Bbi6op CK)>KeTHOM nporpaMMbi, H3o6pa>KeHMfl pjm npocMOTpa, a Taioxe nyHKTOB Menio. 
KHonKa <| & (Pe>KMM MaKpo) 

BKnioHeHHe pe>KMMa MaKpo m cynep-MaKpo npw cteMKe KpynHbiM nnaHOM. 
KHonKa A0/,O] (KOMneHcaumi 3Kcno3kiL|tiki/neHaTb) 

B pewHMe cteMKM HawMMTe 3Ty KHonKy, 4To6bi HacTpoMTb 3HaHeHne KOMneHcauMH 

3KCn03HL(HM, BflMHIOmee Ha HpKOCTb CHMMKa. 

KHonKa t>i (Pe>KMM BcnbiujKn) 

Bbi6op OAHoro H3 4 pe>KMMOB BcnbiLUKM - AUTO, <§> (rioflaBneHMe atpcpeKTa KpacHbix 
rna3), 4 (ripMHyflMTenbH aa BcnbiLUKa) mjih © (OTKnioHeHwe BcnbiiuKw). 
KHonKa g (OK/FUNC) 

OTo6pa>KaeT Memo cpyHKLiMM h no3BonaeT HacTpoHTb Hacra wcnojib3yeMbie b pe>KHMe cbeMKW 
(pyHKL4MH. TaioKe cnyxm flnn noflTBep>KfleHHn h ycTaHOBKH Bbi6paHHbix nyHKTOB Memo. 
KHonKa V0 (ABTOcnycK) 

YcTaHOBKa aBTOcnycKa pjm cteMKM c 3aflep>KKOM npwMepHO Ha 12 ceKyHA c MOMeHTa 
Ha)KaTnn KHonKM cnycKa 3aTBopa. 
KHonKa DISP./© 

Ha>KMMTe KHOnKy DISP./© HeCKOnbKO pa3, HT06bl OT06pa3MTb KOMn03ML(MOHHyiO ceTKy. 

Bbi6epnTe Heo6xoAMMbiii nyHKT MeHio v\ Ha>KMMTe DISP./©. MTo6bi BbiBec™ Ha 
flMcnneM onncaHne ero cpyHKLtMfi. 
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c 



MMbl CbeM 



3 



3Ta 4)yHKL(M!q no3Bo™eT nepeKniOHaTb pe>KMM SCENE (ooKeTHaa nporpaMMa) b 

COOTBeTCTBMM C 06"beKT0M CteMKM. 

O YcTaHOBUTe flMCK pe>KMMOB b nonoKemie SCENE. 



HOHb+nOPTPET 




Bb«0J»s3 yCTAH * [OKI 




flMCK pe>KMMOB 

J-A/V 



KHonKa 



0 Ha>KMMTe A/V, HT06bl Bbl6paTb pe>KMM ClaeMKM, a 3aTeM Ha>KMMTe d§. 
Pe>KMMbl CteMKM 



• HOMb+nOPTPET 

• 2% B nOMEIHEHMM 

• ^ 3AKAT 

• f| Kyjll/IHAPHfl 

• £3 y/lblEKA 



^ HOM. CbEMKA 
4i* CBEMA 
H <t>EMEPBEPK 
# flOKYMEHTbl 



CnOPT 
fij ABTOIIOPTPET 
[1 MEPE3 CTEKJIO 
\ AYKL4MOH 



c 



D 



ft B 3T0M pe>KMMe MO>KHO flenaTb CHMMKM C MMHMMaflbHOrO paCCTOHHMfl 10 CM. 
(C MaKCMManbHO LUMpOKMM ymoM) 

s% Mcnonb3yMTe 3tot pe>KMM, HToSbi flenaTb chmmkm c MMHMManbHoro 

paccToaHna 5 cm (MOflenb FE-320/X-835/C-540)./3 cm (MOflenb FE-340/ 
X-855/C-560). B pe>KMMe slli nono>KeHMe oSteKTMBa c nepeMeHHNM 

CpOKyCHbIM paCCTOSHHeM CpMKCMpOBaHO. 

O Ha>KMMTe HeCKOHbKO pa3 KHOnKy <]JJ, HT06bl Bbl6paTb [ft] MHM [sfi], 3aTeM 
H3>KMMTe [SH. 
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c 



e>KMMbi Bcnbi 



D 



O Ha>KMMTe HeCKOHbKO pa3 KHOnKy t>^, HT06bl Bbl6paTb pe>KMM BCnblLUKM, 

3aTeM HawMme d§. 

0 Ha>KMMTe KHonKy cnycKa 3aTBopa flo nonoBMHbi. 
• KorAa BcnbiiuKa 3apHAHTcn, 3aropaeTca 3HanoK ^. 

© MTo6bi cflenaTb chmmok, HawMMTe KHonKy cnycKa 3aTBopa flo KOHLia. 



3H3HOK 


Pe>KHM BCnblLUKU 


OnucaHne 


Be3 

MHAHKaiJUH 


ABTOMaTHHecKaa 

BCnblLUKa 


BcnbiiuKa cpaSaTNBaeT aBTOMaTMHecKM npn cnaSoM 
ocBemeHMM nnn cteMKe npoTMB CBeTa. 




BcnbiiuKa c 
noflaBneHneM 
acpcpeKTa 
"KpacHbix ma3" 


Pe>KMM noflaBneHns acpcpeKTa "KpacHbix rna3" 
cymecTBeHHO yMeHbiuaeT sto ABneHwe c noMombio 
cepnn npeflBapnTenbHbix BcnbiweK nepefl 
cpaSaTNBaHneM ochobhom BcnbiwKM. 




ripuHyAHTe^bHaa 
BcnbiniKa 


BcnbiiuKa cpaSaTNBaeT He3aBMCMMO ot ycnoBMM 

OCBemeHHOCTM. 


© 


OTKJlK3HeHMe 
BCnblLUKM 


BcnbiiuKa He cpaBaTbiBaeT. 



c 



© Ha>KMMTe KHOnKy V0, HT06bl 

Bbi6paTb [ON], 3aTeM Ha>KMMTe |S]. 

© flnn Toro HTo6bi cflenaTb chmmok, 
Ha>KMMTe KHonKy cnycKa 3aTBopa 

flO K0HLI3. 

• ripHMepHO 10 ceKyHA nocne HawaTWH 
KHonKM cnycKa 3aTBopa MHAHKaTop 
aBTOcnycKa ropuT, 3aTeM HaHMHaeT 
MHraTb. ripuMepHO nepe3 2 ceKyHAbi 
MHraHMa npon3BOAHTca cteMKa. 



MHflMKaTOp 

aBTOcnycKa 



MHflMKaTOp 

aBTOcnycKa 



OLYMPL 



FE-320/X-835/ 
C-540 



- c 



FE-340/X-855/ 
C-560 



mmmmmmm 



ap^fla aKKywiynflTopa 



• flnfl 3kohommm 3apafla aKKyMy/iHTopa cpoTOKaiviepa aBTOMaTMHecKM 
nepexoflMT b cnniflMM pe>KMM m npeKpaiflaeT pa6oTy, ec/iM OHa He 
Mcnonb3yeTca npMMepHO b TeneHMe 3 MMHyT. flnn Bbixofla M3 cnflmero 
pe>KMMa Mcnonb3yMTe KHonKy cnycKa 3aTBopa mjim pbinar 3yivia. 

• Echm Kaiviepa He Mcnonb3yeTcn b TeneHMe npM6nM3MTenbHO 12 MMHyT nocne 
nepexofla b cmshhmm pe>KMM, OHa aBTOMaTMHecKM 3aflBMraeT o6"beKTMB m 
BbiKmonaeTCfl. fl™ B03o6HOBneHM!i pa60Tbi cneflyeT BKniOHMTb nMTaHMe. 
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MeHK) M HaCTpOMKM 



c 



TnaBHoe MeHK) 



O Ha>KMMTe KHOnKy MENU flna OTo6pa>KeHMfl Ha MOHMTope maBHOro MeHto. 
0 flyHKTbi MeHto Bbi6npaK)TCfl npw noMOLUM KnaBMLU Kypcopa (AV<lt>). 




Khohkb MENU 



TnaBHoe MeHK) b pewwMe 

CteMKM 




yCTAH»[OKj 



KAH-BO M30BP. 

Bbi6op KanecTBa M3o6pa>KeHMsq m pa3pei±ieHi/i5i. 
MEHK) KAMEPbl 

Pa3Hbie HaCTpOMKM CbeMKM. 

CBPOC 

C6poc k 3aBOflCKMM HacTpoMKaM no yMonnaHMK). 
SCENE 

Bbi6epnTe cueHy b 3aBncnMoc™ ot o6"beKTa m ycnoBMM cteMKM. 
TMXMM PE)KHM 

OTKnioHeHMe 3ByKOB pa6o™, npeflynpe>KflaK)Li(MX 3ByKOB, 3ByKa cnycKa 

3aTBopa m T.n. npn cteMKe m npocMOTpe. 

HACTPOftKA 

YcTaHOBKa flaTbi, BpeMeHM, n3biKa m flpyrnx HadpoeK. 



c 



flaneHne Bcex chmmkob 



ZD 



© Ha>KMMTe KHOnKy MENU fl™ o~ro6pa>KeHMSi 
BepxHero MeHK) b pe>KMMe npocMOTpa. 

0 Bbi6epnTe [YflAJlEHME] -> [YflAJl.BCE] m 

H3>KMMTe d§. 

© Bbi6epnTe [flA] m HawMme §1]. 
• Bee chhmkh 6yflyT VAaneHbi. 



[ft 



55 



yCTAH » IOKl 
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flOflKJlKDHeHUe CfDOTOKaMepbl 



flpocMOTp Ha SKpaHe TeneBM3opa 



C noMOLUbio Ka6ena AV, npmiaraeMoro k cpOTOKawiepe, chmmkm mo>kho 
npocMaTpuBaTb Ha 3KpaHe TeneBH3opa. Bo3MO>KeH npocMOTp KaK cpoTorpacpMM, 
TaK m BMfleo3annceM. 

O y6eflMTecb, hto TeneBM3op m cpoTOKaiviepa BbiKJiioHeHbi. CoeflMHme 

yHMBepcanbHbiM pa3"beM cpoTOKaMepbi m me3flo BMfleoBxofla TeneBH3opa c 
noMOLUbK) Ka6ena AV. 



FE-320/X-835/C-540 




noflcoeAHHMTecb k BMAeoBXOAy 
()KenTbiw) h ayflMOBXofly (6enbiw) 
TeneBM3opa. 



Ka6enb AV (bxoamt b KOMnneKT) 

0 BKnioHMTe TeneBH3op h ycTaHOBi/ue era Ha npneivi BUfleocumana. 

• MH(f)opMaL(wa 06 ycTaHOBKe TeneBH3opa Ha npweM BHAeocnrHana npMBefleHa b 
HHCTpyKL(MH no 3KcnnyaTaL(HM TeneBH3opa. 

© BKnioHMTe Kaiviepy m HawMwre KHonKy [►], HTo6bi Bbi6paTb pewwvi 
Bocnpon3BefleHna. 

• Ha SKpaHe TeneBM3opa OTo6pa>KaeTca nocneAHMii CAenaHHbiM chmmok. Bbi6npaiiTe 
chmmkm pjm npocMOTpa KfiaBMiuaMM Kypcopa (A/V/-^/^-). 
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npflMaa nenaTb (PictBri 



3 



C noMOLUbio npunaraeMoro Ka6enn USB cpoTOKaiviepy mcdkho noflKniOHMTb k 
npuHTepy c noflflepwKOM PictBridge m Hane^aTaTb cpOTorpacpnn. OoTorpacpnn 
mo>kho nenaTaTb nocpeflCTBOM npodbix onepai4MM. 

O B pe>KHM npocMOTpa OTo6pa3MTe chmmok, kotophm cneflyeT HanenaTaTb, 

Ha MOHMTOpe. 

0 lloflKnioHMTe OflMH KOHei4 Ka6e™ USB k yHMBepcanbHOMy pa3i>eMy 
Kaiviepbi, a flpyrow — k pa3"beiviy USB Ha npuHTepe. 



FE-320/X-835/C-540 



yHHBepcanbHbiki 
pa3"beM 




FE-340/X-855/C-560 

yHMBepcajibHbiii pa3"beM 

L 



© Ha>KMMTe KHonKy A[J3/[Q]- 



• HaHMHaeTca nenaTb. 

• 3aKOHHMB nenaTb, OTCoeflMHMTe Ka6enb USB ot 
4)OTOKaMepbi, KorAa OTo6pa«aeTcn SKpaH Bbi6opa 

CHMMKa. 




YflOB F1EHAT CTAPT »,E1 
PC / HACTP nEMATM ♦ lOKl 
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flepeHoc M3o6pa>KeHMM 



a. YcTaHOBKa nporpaMMHoro oSecneMemifl 

O BcTaBbTe KOMnaKT-flMCK c nporpaMMHbiM 
o6ecneHeHneM OLYMPUS Master. 

0 Windows: HawMme KHOnKy "OLYMPUS 
Master 2". 

Macintosh: flBawflbi menKHme 3HanoK 
"Setup". 

© CneflyMTe MHCTpyKunsiM Ha 3KpaHe. 




b. rioflKJitOHMTe cpoTOKaMepy k KOMnbKvrepy 

O CoeflMHMTe cpoTOKaMepy h KOMnbKrrep c noMoinbio Ka6enn USB, 
Bxoflamero b KOMnneKT nocTaBKM. 

• MOHMTOp aBTOMaTMHeCKM BKmonaeTCH. 
FE-320/X-835/C-540 




FE-340/X-855/C-560 




0 Bbi6epnTe Ha MOHMTope [PC] v\ Ha>KMme ( 



• KoMnbioTep onpeflenaeT (poTOKaMepy KaK 

CbeMHblil flMCK. 



USB 










YflOB 1 IhHAT 






HACTP [I EH ATM 






BblXOfl 






yCTAH *[OK] 
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c. riepeHecnTe ki3o6pa>KeHkm Ha KOMnbioTep 

O lloflKnioHMB cfjoTOKaMepy k KOMnbKxrepy, OTKpowTe nporpaMMy OLYMPUS 
Master. 

0 Ha>KMMTe 'TlepeHecTH chumkm" b OKHe 
o63opa, 3aTeM HawMme "M3 cpoTOKaiviepbf 



IIMMtkMD 




© CneflyrtTe MHCTpyKunnivi Ha SKpaHe. 



Ha 3aMeTKy 



• Bonee noflpo6Hyio HHCpopMaunio o HacrrpoMKe cpoTOKaMepbi m ee 

MCnOJlb30BaHMM CM. B "llOnHOIVI pyKOBOflCTBe" Ha KOMnaKT-flMCKe. 

• Bonee noflpo6Han MHCpopMaqusq npuBefleHa b cpartne "CnpaBKa" 
nporpaMMHoro o6ecneHeHMH OLYMPUS Master. 



flporpaMMHoe o6ecneHeHne OLYMPUS Master 



llporpaMMHoe o6ecneHeHne OLYMPUS Master: 
ncnonb3yMTe sto nporpaMMHoe o6ecneHeHne flnsi 
3arpy3KM chmmkob M3 cpOTOKaMepbi, npocMOTpa, 
opraHM3aL(MM, peTyujupoBaHnsq, ompaBKM no 
aneKTpoHHOM noHTe v\ nenaTM uncppoBbix cpotochmmkob m 

BMfle0M306pa>KeHMM. 




#Tpe6oBaHM5i k CHCTeMe 



oc 


Windows 2000 Professional/XP Home Edition/XP Professional/Vista 
hjih Mac OS X (10.3 n Bbiiue) 


l~lpou,eccop 


Pentium III 500 Mru/Power PC G3 500 Ml~u/lntel Core Solo/ 
Duo 1,5 ITu, uriM Sonee no3flHHH 


03Y 


256 MB m 6onee 


>KeCTKHM flMCK 


500 MB CBoSoflHoro npocTpaHCTBa 


CoeflMHeHne 


nopT USB/nopT IEEE 1394 


MOHMTOp 


1024 x 768 nuKcenew m Bbiiue, He MeHee 65536 u,BeTOB (Windows), 
32000 UBeTOB (Macintosh) 


riponee 


Internet Explorer 6 nnn Sonee no3flHna (Windows), Safari 1 .0 nnn 
6onee no3flHan, QuickTime 6 vam 6onee no3flHaa (Macintosh) 



Caiuiyio HOByio MHdpopMaunK) o noflflep>KKe mo>kho hsmtm Ha Be6-caMTe Olympus 
(http://www.olympus.com/) 




PerncTpaunn nonb30BaTenH 



flna aKTMBM3ai4MM rapaHTMM, nonyneHMSi yBeflOMneHMM 06 o6HOBneHnsqx 
nporpaMMbi m npoujMBKM Kaiwepbi, a TaioKe mhom MHCpopMaMnn nocne 
ycTaHOBKM nporpaMMbi OLYMPUS Master 3aperncTpnpyMTe cboio 
cpoTOKaMepy. 
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TexHunecKne xapaKTepucTMKn 



XDoToannapaT 



Tun M3flenna 
CucTeMa 3anncn 
Chmmkm 



noflflep>KHBaeMbie 
CTaHflapTbi 

3ByK K CHMMK3M 

Bnfleo3anncb 

naMflTb 

MMCnO GCpCpeKTMBHblX 

nuKcenew 
3neMeHT 3anncn 
M3o6pa>KeHHfl 

06"beKTMB 



CucTeMa 3aiviepa 

3KCn03MLlMM 

BbiflepwKa 
PaSoMMM flnana30H 

CteMKM 



MOHMTOp 

BHeujHMM MHTepcpekic 

ABTOMaTMHeCKMM 

KaneHflapb 



LjucppoBaa cpoTOKaiviepa (flna cteMKM v\ npocMOTpa) 

LjucppoBaa 3anncb, JPEG (b cooTBeTCTBMM c Design 
rule for Camera File system (DCF) (ripoeKTHbie Hopwibi 
flna cpawnoBOM CMCTeMbi cpoTOKaMepbi) 
Exif 2.2, L4ncppoBOM cpopMaT ynpaBneHna nenaTbio 
(DPOF), PRINT Image Matching III, PictBridge 
OopiviaT Wave 
AVI Motion JPEG 
BHyTpeHHflfl naMaTb 

xD-Picture Card (16 MB - 2 TB) (Type H/M, Standard) 
8 000 000 nuKcenew 

1/2,35-flK)MMOBafl MaTpni4a CCD 

(CBeTOCpMJlbTp OCHOBHblX L(BeTOB) 

8 500 000 nuKceneii (Bcero) 
FE-320/X-835/C-540: 

OSiseKTUB Olympus ot 6,3 ao 18,9 mm, f3,1 a° f5,9 
(ot 36 mm ao 108 mm b 3KBMBaneHTe oBteKTUBa 35-MM 
nneHOHHoti cpoTOKaMepbi) 
FE-340/X-855/C-560: 

06-beKTHB Olympus ot 6,3 ao 31 ,5 mm, f3,5 ao f5,6 
(ot 36 mm ao 180 mm b SKBUBaneHTe o6"beKTMBa 35-mm 
nneHOHHoti cpoTOKaMepbi) 
CucTeMa Digital ESP 

ot4ao 1/2000 ceK 
FE-320/X-835/C-540: 

0,6 M AO oo (W), 1,0 m ao oo (T) (HopManbHbiM pe>KMM) 
0,1 M AO oo (W), 0,6 M AO oo (T) (pe>KMM MaKpo) 
0,05 m (pe>KMM cynep-MaKpo) 
FE-340/X-855/C-560: 

0,6 M AO OO (W), 1 ,0 M AO oo (T) (HopManbHbiM pe>KMM) 
0,1 M AO oo (W), 0,6 M AO oo (T) (pe>KMM MaKpo) 
0,03 m (pe>KMM cynep-MaKpo) 

2,7-AK)MMOBblM LjBeTHOM >KMAKOKpHCTajlJlH4eCKHI/i TFT- 

AMcnneM, 230 000 ToneK 

Pa3-beM USB, me3AO A/V OUT (yHMBepcanbHbiki pasteM) 
c 2000 r. ao 2099 r. 



ycnoBMfl 3KcnnyaTaL4HM 
m xpaHeHun 

TeMnepaTypa : ot 0°C ao 40°C (3KcnnyaTau,nfl)/ 

ot -20°C ao 60°C (xpaHeHne) 
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Bna>KHOCTb 
riMTaHne 
Pa3Mepbi 



Macca 



ot 30% flo 90% (3KcnnyaTau,nfl), ot 10% flo 90% 
(xpaHeHne) 

OflMH MOHHO-nnTneBbiM aKKyMynaTop Olympus (LI-42B/ 
LI-40B) 

FE-320/X-835/C-540: 

91,3 mm (LU) x 56,8 mm (B) x 19,1 mm (l~) 

(6e3 yneTa BbicTynaromux nacTeti) 

FE-340/X-855/C-560: 

96,9 mm (UJ) x 57,5 mm (B) x 22,6 mm (l~) 

(6e3 yneTa BbicTynaiomux nacTew) 

FE-320/X-835/C-540: 95 r 6e3 aKKyMyn^Topa m KapTbi 

FE-340/X-855/C-560: 1 16 r 6e3 aKKyMynaTopa m KapTbi 



i MoHHO-riMTneBbiM aKKyn/iy/iflTop (LI-42B) 



Tun M3flennfl 
CTaHflapTHoe 
Hanpsi>KeHne 
daHflapTHaa eMKOCTb 
CpoK cjiy>K6bi aKKyMyjiflTopa 
YcnoBMSi 3KcnnyaTau.nn 
n xpaHeHMH 

TeMnepaTypa 



Pa3Mepbi 
Macca 



MoHHO-nnTneBbiM aKKyMyn^Top 
3,7 B nocTOHHHoro TOKa 

740 mAm 

Okofio 300 nonHbix 3apaflOK (3aBMCMT ot npuMeHeHun) 



ot 0°C flo 40°C (3apflflKa)/ 
ot -10°C flo 60°C (3KcnnyaTau,nfl)/ 
ot -20°C flo 35°C (xpaHeHne) 
31,5 x 39,5 x 6 mm 
npn6nn3HTenbH0 15 r 



#3apgfltjoe ycTpoticTBO (LI-40C) 

TpeSoBaHMfl k nuTaHMio : ot 100 flo 240 B nepeMeHHoro TOKa (50 - 60 fu.) 



BblXOfl 

ripOflOJl>KHTejlbHOCTb 
3apflflKM 

ycnoBMfl 3KcnnyaTau.nn 
h xpaHeHna 

TeMnepaTypa 

Pa3Mepbi 
Macca 



ot 3,2 BA (100 B) flo 5,0 BA (240 B) 
4,2 B nocTOHHHoro TOKa, 200 mA 
nnpn6nn3HTenbHO 5 naco 



ot 0°C flo 40°C (3KcnnyaTaL(Hfl)/ 
ot -20°C flo 60°C (xpaHeHne) 
62 x 23 x 90 mm 
npn6nn3HTenbHO 65 r 



KOHCTpyKL4Mfl M TeXHHHeCKMe XapaKTepHCTMKM MOryT 6blTb M3MeHeHbl 6e3 

npeflBapnTenbHoro yBeflOMneHHH. 
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Mepbi npefloCTopo>KHOCTM 





A 



OnACHOCTbllOPAMIffl 
MEKlPmECnW TOM, HE OTKPblBATb 



OCTOPOJKHO: BO mEDKAHME nOPA>KEHHfl 3J1EKTPMMECKMM TOKOM HE CHMMAMTE 
KPbllUKY (HJ1H 3AflHK)IO riAHEflb). BHYTPH HOTOKAMEPbl HETflETAflEM, H»KflAIOIHHXCfl 
B BAlilEM OBCJIWKHBAHHH. flOBEPbTE TEXHMMECKOE OECJIBKHBAHHE 
BblC0K0KBM1H4HMMP0BAHH0My CEPBUCHOMY flEPCOHAfiy OLYMPUS. 



A 
A 
A 



OnACHO 



OCTOPO)KHO 



BocKJiMLjaTejibHbiM 3H3K, 3aKnioHeHHb!M b TpeyroiibHMK, o6o3HaHaeT B 
conpoBOflHTeiibHOM flOKyMeHTaqnn Ba>KHbie WHCTpyKLiwn no 3KcnnyaTaL(nn v\ yxofly. 



HeBbinonHeHwe peKOMeHflaqnM, o6o3HaneHHbix 3thm cumbojiom, npn wcnonb30BaHMM 
flaHHoro M3flennfi MoweT npuBecTH k cepbe3HbiM TpaBMaM wrm CMepTenbHOMy wcxofly. 



HeBbinonHeHwe peKOMeHflaMnii, o6o3HaHeHHbix stum cwMBonoM, npn Mcnonb30BaHMM 
flaHHoro M3AeJina mo>kst npwBecTH k TpaBMaM win CMepTenbHOMy ncxofly. 



a HeBbinonHeHwe peKOMeHflau,MM, o6o3HaHem-ibix othm chmbojiom, npn ncnonb30BaHHM 

flaHHoro M3flennfi MO>KeT np^BecTH K TpaBMaM hi^kom CTeneni^ TfDxec™, noBpe>KfleHMio 
o6opyflOBaHHfl nnn noTepe MeHHbix flaHHbix. 



OflACHOI 

BO M3BEWAHHE B03r0PAHHfl WW nOPA)KEHMfl 3J1EKTPMHECKHM TOKOM, HM B KOEM CJ1YHAE HE 
PA3EMPAHTE H3flETIHE, HE nOflBEPTAflTE M3QEJ1ME B03flEHCTBHK) BOflbl M HE SKCnnyATHPytnTE 
ErO nPM BblCOKOH BJ1A>KH0CTM OKPyWAKJUtEH CPEflbl. 



ripoHMTaiiTe Bee MHCTpyKU,nn — riepefl ncnonb30BaHi/ieM mp,enwn 

npoHMTawTe Bee MHCTpyKunn no 3KcnnyaTau;nM. CoxpaHMTe Bee TexHunecKne 
pyKOBOflCTBa m flOKyMeHTaqurO flnn flanbHeMLuero ncnonb30BaHnsi. 

OnucTKa — riepefl ohhctkcm o6fl3aTejibHO OTCoeflMHfltiTe H3flerine ot srieKrpoce™. fl™ ohwctkm 

MO)KHO WCTlOrMOBaTb TOJlbKO BJiaWHyK) TK3Hb. Hejlb3H HCnOJlb30BaTb fljlfl OHMCTKH WMflKWe Win 

aapcMOJibHbie OHnmaioiflne cpeflCTBa, a TaioKe nioSbie opraHMHecKne pacTBopMTejw. 
AKceccyapbi — B ueriHxrii<iHHoti 6e30nacHOc™ v\ bo M36e>KaHMe noBpe>KfleHMsq M3flennH 

Mcnonb3yfiTe TonbKO Te aKceccyapbi, KOTopbie peKOMeHflOBaHbi cpupn/iow Olympus. 
Bofla m Emara — Mepu npeflocTopowHoc™ p,m Bnaro3am.nTHbix i/i3flenm/i 

onucaHbi b pa3flenax o 3am,MTe ot Bnarn. 
Pa3MemeHne — HaflewHO ycTaHaBnwBatVre M3flenne Ha ujTaTMB, CTOMKy nnn 

6peKeT, hto6h n36e>KaTb noBpe>KfleHMfl mp,env\n. 
Mctohhmkm nMTaHMn — rioflKHrOHaMTe flaHHoe M3flenne TonbKO k TeM 

MCTOHHMKaM nuTaHMfl, KOTopbie yKa3aHbi Ha M3flennn. 
llocTopoHHkie npeAMeTbi — Bo M36ex<aHi/ie TpaBM 3anpeLneHO BCTaBnnTb b 

M3flenne MeTannnHecKne npeflMe™. 
Tenno — Henb3!i ncnonb30BaTb win xpaHHTb flaHHoe H3flenne psiflOM c t3kmmm 

ncTOHHUKaMU Tenna KaK OTonnTenbHbie 6aTapen, TennoBbie 3acriOHKH, nenn n nho6oe 

o6opyflOBaHne hjih ycTpowCTBa, BbiflensqiOLuee Tenrio, b t.h. ycunnTerin CTepeocucTeM. 
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06pameHne c cJiOTOKaM 



Z3 



A OCTOPO>KHO 

# Herib3fl nonb30BaTbcn cpoTOKaMepoPi paflOM c roptoHMMM mjim 
B3pbiBoonacHbiMM ra3aMM. 

# He Mcnonb3yMTe BcnbiuiKy m LED npM CbeMKe ntoflen 
(MnafleHL(eB. MajieHbKMX agtgm m t.a-) c 6riM3Koro paccTOHHi/m. 

• ripn cteMKe co BcnbiuiKow pacnonaraMTe tpoTOKaiviepy He 6nn>Ke 1 m ot 
HenoBenecKHX CpaSaTbiBaHne BcnbiiuKM paflOM c rna3aMM HenoBeKa 
MO>KeT npuBecTM k BpeMeHHOM noTepe 3peHwa. 

# He flaBaMTe cpoTOKaMepy fleTAM m Mnaflei-maM. 

• Bcerfla ncnonb3yiiTe m xpaHMTe cpoTOKaMepy BHe npeflenoB flocflraewioc™ 
flnn ManeHbKMX fleTew w MnafleHijeB bo M36e>KaHMe cneflyromux CMTyaLiMM, b 
KOTOpblX ohm MoryT nonyni/iTb cepbe3Hbie TpaBMbi: 

• PeBeHOK MO>KeT 3anyTaTbca b peMeujKe cJ)OTOKaMepbi, hto npuBefleT k 
yflyiueHMK). 

• PeSeHOK MO>KeT cnynaiiHO npornoTHTb aKKyMynaTop, KapTbi naMHTM wnw 
flpyrne MenKwe fleTann. 

• PeSeHOK MoweT ocnennTb BcnbiiuKOM ceSa nnn flpyrux fleTew. 

• PeSeHOK MoweT nonyMMTb TpaBMy ot flBM>KyLHMXC5i fleTanew cpoTOKaiviepbi. 

# He CMOTpiiTG Ha cojiHLie mjim apKMe naMnbi, Mcnojib3yfl 
cpoTOKaMepy. 

# Herib3fl xpaHMTb cpoTOKaMepy b nbiJibHbix mjim BJia>KHbix noMeineHnax. 

# He HaKpbiBaMTe pyKOM BcnbiujKy bo BpeMJi ee cpa6aTbiBaHMH. 

A nPEflynPE>KflEHME 

# HeMeAJieHHO npeKpaTMTe Mcnonb30BaHMe cpoTOKaiviepbi npM 
no5iBJieHMM Heo6biHHoro 3anaxa, uiyMa mjim flbiMa. 

• He TporaMTe aKKyMynaTop ronbiMM pyKaMM - Bbi MO>KeTe oSwenbCH. 

# He flep>KMTe cpoTOKaMepy BJia>KHbiMM pyKaMM. 

# He ocTaBJiJiMTe cpoTOKaMepy b MecTax, rfle OHa MO>KeT 
noABeprHyTbcn bo3agmctbmhd oneHb BbicoKMX TeMnepaTyp. 

• 3to MO>KeT npuBecTM k yxyfliueHMio xapaKTepucTMK ee aneMeHTOB, a, b 
HeKOTopbix cnynaax, cpoTOKaiviepa MO>KeT 3aropeTbca. He HaKpbiBaMTe 
(HanpuMep, ofleanoM) 3apaflHoe ycTpoMCTBO bo BpeMfl ncnonb30BaHna. 3to 
MoweT npuBecTM k neperpeBy m no>Kapy. 

# Bo M36e>KaHMe HM3KOTeMnepaTypHbix o>KoroB, o6pam,aMTecb c 

CpOTOKaMepOM OCTOpO>KHO. 

• riocKonbKycjaoTOKaMepa coflepwuT MeTannnnecKnefleTann, ee neperpeB MO>KeT 
npuBec™ k HM3KOTeMnepaTypHbiM oworaM. ripuMUTe bo BHUMaHne cneflyiomee: 

• ripn npoflon)KMTenbHOM ncnonb30BaHnn (poTOKaiviepa HarpeBaeTcn. flepwa 
tpoTOKaiviepy b otom coctohhmm, mo>kho nonyHMTb HM3KOTeMnepaTypHbiM 
o>Kor. 

• ripn KpaMHe HM3KMX TeMnepaTypax OKpywaiomew cpeflbi Kopnyc cpoTOKaMepbi 
MO>KeT oxnaflMTbca flo TeMnepaTypbi HM>Ke OKpywaioinew. I~lpn HM3KMX 
TeMnepaTypax, no bo3mo>khoctm, flepxwTe cpoTOKaMepy b nepnaTKax. 
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# CneflMTe 3a pgmgujkom. 

• CneflMTe 3a peMeuiKOM, Ha kotopom bmcmt cpoTOKaiviepa. Oh MO>KeT nerKO 
3aL(enMTbca 3a pa3nnHHbie BbicTynaiomwe npeflMeTbi m CTaTb npuHMHOM 

Cepbe3HOM TpaBMbl. 



Mepbi npeflocTopo>KHOCTM npn ncnoJib30B3HMM aKKyMyjiflTopa 



Bo M36e>KaHMe npoTeHKH, neperpeBa, B03ropaHna mjim B3pbiBa 
aKKyMynaTopa, nopaweHMH sjigktpmhgckmm tokom mjih npunwHeHUfl oworoB 
npn ero ncnonb30BaHnn, cnenyMTe HHx<eyKa3aHHbiM Ba>KHbiM MHCTpyKUHflM. 

A onACHo 

• B 3tom cpOTOKaMepe ncnonb3yeTCfl MOHHO-nnTneBbiM aKKyMynsTTOp cpupMbi 
Olympus. 3apa>KaMTe aKKyiviynflTop c noMOLflbio yKa3aHHoro 3apaflHoro 
ycTpoMCTBa. Henb3!i ncnonb30BaTb flpyrne 3apaflHbie ycipoMCTBa. 

• Hejib3H HarpeBaTb aKKyMynsrropbi nnn 6pocaTb hx b oroHb. 

• llpn ncnojib30BaHnn nnn xpaHeHnn aKKyiviynnTopoB cneflUTe, HTo6bi ohm He Kacanncb 
MeTan/iMHecKnx npeflMeTOB Tuna lOBennpHbix yKpauieHHH, 6ynaBOK, 3acTe>KeK h T.n. 

• Henb3!i xpaHHTb aKKyMynsrropbi b MecTax, rfle ohm Moryr noflBepraTbca B03fleMCTBMio npawibix 
conHenHbix nyneii, BbicoKnx TewinepaTyp b aBT0Mo6nrmx, paflOM c ncTOHHUKaMM Tenna m T.n. 

• Bo M36e>KaHMe npoTeHKM aKKyMynsrropoB \ah\a noBpe>KfleHMH nx bhboaob, 
CKpynyne3HO cneflyiiTe MHCTpyKUMflM no OKcnjiyaTauww aKKyMynsrropoB. He 
nbiTatiTecb pa36npaTb aKKyMynsrropbi nnn flopa6aTbiBaTb hx c noMOLUbio natim n T.n. 

• Ecnn >KMflKOCTb M3 aKKyMynnTopa nonana b rna3a, HeMeflneHHO npoMOMTe 
ma3a hhctom, xonoflHOM npoTOHHOM BOflOM m cpoHHO o6paTMTecb k Bpany. 

• XpaHMTe aKKyMynflTopbi BHe npeflenoB flocnraeMOCTM ManeHbKMXfleTeM. Ecnn 
pe6eHOK cnynaMHO npomoTun aKKyMynnrap, cpoHHO o6paTMTecb k Bpany. 

A OCTOPO>KHO 

• lloCTOflHHO flep>KMTe aKKyMynsiTopbi CyXMMM. 

• Bo n36e>KaHne npoTeHKM, neperpeBa, B03ropaHMH nnn B3pbiBa, ncnonb3yMTe TonbKO 
aKKyMyraTop, peKOMeHflOBaHHWM flna ncno;ib30BaHna CflaHHbiM M3flenneM. 

• BcTaBTiflfiTe aKKyMynflTop octopo>kho, KaK onucaHO b HHCTpyKU.nn no 3KcnnyaTau.nn 

• Ecnn aKKyMynnTopbi He 3apa>KaK)TC5i b TeneHi/ie yKa3aHHoro BpeMeHM, 
npeKpaTMTe 3apaflKy, v\ He ncnonb3yMTe mx. 

• He ncnonb3yMTe aKKyMynsiTop, ecnn oh TpecHyn v\nv\ cnoMaH. 

• Ecnn bo BpeMn ncnonb30BaHMH aKKyMynsiTop npoTeK, noTepnn HopivianbHyio 
OKpacKy, flecpopMMpoBancsq v\nv\ npno6pen flpyme aHopManbHbie 
oco6eHHOc™, npeKpaTMTe ncnonb30BaTb cpoTOKaMepy. 

• Ecnn >KMflKOCTb, BbiTeKUjaa M3 aKKyMynnTopa, nonana Ha ofle>Kfly nnn KO>Ky, 
HeMeflneHHO CHMMMTe 3arpsi3HeHHyio ofle>Kfly m npoMOMTe nopaweHHbin 

ynaCTOK HMCTOM, XOnOflHOM npOTOHHOM BOflOM. EcnM OT WMflKOCTM Ha KO>Ke 

ocTanca o>Kor, cpoHHO o6paTMTecb k Bpany. 

• He noflBepraiiTe aKKyMynirropbi B03fleHCTBHK) yflapoB mjih npofloroKHTenbHOii BH6pau,HH. 

A nPEflynPE>KflEHME 

• llepefl ycTaHOBKOM aKKyMynaTopa BHMMaTenbHO ocMOTpnTe ero Ha HanMHMe 
npoTeneK, M3MeHeHHsi OKpacKH, flecpopMauMM MnH flpyrnxaHopManbHbix npn3HaKOB. 



129 



• Bo Bpewifl npoflon>KMTenbHoro ncnonb30BaHnsq aKKyMynmop MO>KeT HarpeTbcn. 
Bo M36e>KaHMe oworoB He BbmwviafiTe ero M3 cpoTOKawiepbi cpa3y >Ke. 

• llepefl flnnTenbHbiM xpaHeHneivi cpoTOKaiviepbi o6n3aTejibHO M3BneKMTe M3 
Hee aKKyMynsiTop. 

rionb30BaTejiaM b EBpone 

3h3k "CE" yKa3biBaeT, hto stot npoflyKT cooTBeTCTByeT eBponewcKWM 
Tpe6oBaHHHM no 6e3onacHoc™, oxpaHe 3flopoBbH, SKonormecKow 
6e3onacHOCTM m 6e3onacHoc™ nonb30BaTena. <J>OTOKaMepbi co 3H3kom "CE" 
npeAHa3HaHeHbi pjm npofla>KM b EBpone. 



X3tot chmboji [nepeMepKHyran MycopHaa ypHa WEEE Ha Konecax, 
npnno>KeHne IV] o6o3HanaeT pa3flenbHbiM c6op aneKTpwMecKHX h 
SneKTpOHHblX OTXOAOB B POCCHM. 
rio>KanyCicTa, He Bbi6pacbiBaPiTe M3Aenna b 6biTOBOM MycoponpoBOfl. 
^^^^^ Hcnonb3yiiTe CMdeMbi B03BpaTa v\ c6opa (ecnw TaKOBbie MMeioTcn) flna 

yTMJlM3aL(HM OTXOAOB BblLUeyKa3aHHblX THnOB. 



Hcnonb3yHTe TonbKO cnemianbHbiM aKKyiuiynaTop h 3apaAHoe ycTpoMCTBO 

Mbi HacTonTenbHO peKOMeHAyeM ncnonb30BaTb TonbKO opHraHanbHbiH aKKyMynflTop h 
3apaAHoe ycTpoMCTBO Olympus c a3hhom 4>OTOKaMepoii. 

Mcnonb30BaHHe HeopnrnHanbHoro aKKyn/iynaTopa n/nnn 3apnAHoro ycTpoiicTBa MoweT 
npMBecTM k nowapy unw nonyneHMK) TpaBM no npuHMHe yreHKM, HarpeBa, B03ropaHnn nnki 
noBpewAeHHa aKKyMynarapa. Olympus He HeceT HHKaKofi OTBeTCTBeHHOcra 3a HecnacTHbie 
cnynaH unw noBpe>KAeHMq, KOTopbie MoryT B03HMKHyTb b pe3ynbTaTe ncnonb30BaHHfl 
aKKyMynaTopa n/nnn 3apnAHoro ycTpowcTBa, KOTopbie He hbjihkdtch opnrnHanbHbiMH 
aKceccyapaMM Olympus. 

ToproBbie MapKM 

• IBM HBJifleTCH 3aperncTpnpoBaHHOM ToproBOM MapKOM International Business 
Machines Corporation. 

• Microsoft n Windows hbjihiotcsi 3aperncTpnpoBaHHbiMM ToproBbiMM MapKaMM 
Microsoft Corporation. 

• Macintosh mnneicn ToproBoi/i MapKOM Apple Inc. 

• xD-Picture Card™ mnneicn ToproBOM MapKOM. 

• OdaribHbie Ha3BaHnn KOMnaHMM n npoflyKTOB hbjishotch ToproBbiMM 
MapKaMM n/nnn 3aperncTpnpoBaHHbiMM ToproBbiMM MapKaMM 
cooTBeTCTByioLUMX BJiaflenbueB. 

• B HacToameM MHCTpyKL(MM npwHHTbi CTaHflap™ cpawnoBbix cucieM 
cpoTOKaMep "Design Rule for Camera File System/DCF", ycTaHOBneHHbie 
Japan Electronics and Information Technology Industries Association (JEITA). 
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YcnoBna rapaHTMM 

1 . Ecnn b M3flenHH o6Hapy>KHBaeTCfl HencnpaBHOCTb b TeneHwe flByx neT ot flaTbi noKyniai, npw ycnoBHH, 
hto oho Hcnonb30Banocb KoppeKTHO (b cootbgtctbhh c nenaTHbiM pyKOBOflCTBOM m flpyrnMM 
yKa3aHHAMH no 3KcnnyaTau,MM, npunaraeMbiMM k H3flennK)), 6bino KynneHO y aBTopn30BaHHoro 
flMCTpn6bK)Topa Olympus Ha TeppnTopnn flemenbHOCTH Olympus Imaging Europa GmbH comacHO 
HHCpopMaL|MM, nyo/iMKyeMoPi Ha caMTe http://www.olympus.com, oho SyqeT no psllishhk) Olympus 
SecnnaTHO OTpoMOHTHpoBaHO mjim 3aMeneH0. flnn nonyneHMfl ycnyr no flaHHoPi rapaHTMM Bnafleneu, 
AOJDKeH npefltnBMTb H3flenne h flaHHbiPi rapaHTMMHbiM cepTwcpuKaT flunepy, y Koraporo M3flenwe Sbino 
KynneHO, nnn b jikdSom cepBMCHbiPi u,ghtp Olympus Ha TeppnTopnn fleaTeribHOCTH Olympus Imaging 
Europe GmbH comacHO MHCpopMau,MM, ny6riMKyeM0M Ha caMTe http://www.olympus.com flo OKOHHaHMfl 
flByxrieTHero rapaHTMHHoro cpoKa. B TeneHne cpoKa flePicTBMn oflHoneTHefi BceMnpHoPi rapaHTiw 
BnafleneLi HMeeT npaBO npeflbflBHTb H3flenHe b j"iio6om cepBHCHbifi qeHTp Olympus. 06paTHTe 
BHHMaHHG, hto cepBMCHbie qeHTpbi Olympus OTKpbiTbi He bo Bcex CTpaHax. 

2. TpaHcnopTupoBKy M3flennfl b cepBMCHbiM u,eHTp mjim Kflnnepy Olympus BnaAeneu, ocymecTBrmeT 
caMOCTOATeribHO, Hecn Bee CBfl3aHHbie c otmm pacxoflbi m pmckm. 

3. B nepeMncneHHbix HMwe cnynaax flaHHan rapaHTMfl He fleiicTByeT, m Bna,qeneu, onnannBaeT peMOHT 
3a cbom cneT, fla>Ke ecnn peMOHT npoBefleH pp MCTeMeHun yKa3aHHoro Bbinie rapaHTMMHoro cpoKa. 

(a) HencnpaBHOCTb M3-3a HenpaBuribHoro ncnonb30BaHMfl (Hanpniviep, fleiicTBUfl, He 
ynoMAHyToro b yxa3aHMflx no OKcnnyaTaLiuM m flpyrux pa3flenax pyKOBOflCTBa m t. n.). 

(b) HencnpaBHOCTb b pe3ynbraTe peMOHTa, MOflMdpMKau,MH, hhctkh h APyrwx asmctbmm, npon3BeAeHHbix 
c M3flenneM KeM-nn6o, Kpoivie Olympus m aBTopn30BaHHbix cepBHCHbix u,eHTpoB Olympus. 

(c) HencnpaBHOCTb nnn noBpex<fleHLie BcneflCTBue TpaHcnopTupoBKM, nafleHun, yflapa h t. a- 
nocne npnoSpeTeHun M3fleriLifl. 

(d) HewcnpaBHOCTb mjim noBpe>KfleHMe BcnqqcTBHe no>Kapa, 3eMneTpflceHMfl, HaBOAHeHMfl, yparaHa m APyrwx 
CTMXMMHbix 6eflCTBMti, 3arpfl3HeHnn OKpyxofomew cpeAbi h nepenaAOB Hanpa>KeHMfl b s-neiopoce™. 

(e) HencnpaBHOCTb b pe3yribTaTe He6pe>KHoro nnn HenpaBuribHoro xpaHeHHfl (HanpuMep, b 
ycnoBMflx BbicoKoii TeivinepaTypbi nnn Bna>KH0CTM, B6nn3M penenneHTOB HaceKOMbix, TaKnx 
K3K HacpTannH, onacHbix npenapaTOB m t. n.), HenpaBnnbHoro yxofla m t. p,. 

(f) HencnpaBHOCTb b pe3yribTaTe MCTomeHMfl 3apnfla oneivieHTOB nuTaHnn. 

(g) HencnpaBHOCTb M3-3a nonaflaHun BOBHyTpb Kopnyca M3fleriMfl necKa, rpn3M m t. n. 

(h) OTcyTCTBueflaHHoro rapaHTMMHoro cepTucpMKaTa npn npefliDflBrieHMLi M3flennfl Arm peMOHTa. 

(i) BHeceHne n3MeHeHMM b rapaHTHi^Hbiii cepTucpuKaT OTHOCMTenbHO roAa, Mecnu,a nnn AaTbi 
noKynKH, MMeHM BnaAenbu,a, Ha3BaHnn p,v\nepa nnn cepniiHoro HOMepa. 

(j) OTcyTCTBue AOKyMeHTa, noflTBep>KAaK)LAero cpaKT noKynKH, npn npeAtflBneHnn AaHHoro 
rapaHTMi/iHoro cepTucpuKaTa. 

4. flaHHan rapaHTMfl pacnpocTpaHneTcn TonbKO Ha caMO M3Aejine; rapaHTun He pacnpocTpaHfleTcn 
HaaKceccyapbi, Hanpniviep, nexon, peMenioK, 3amnTHyK) KpbiLUKy o6"beKTMBa m aneivieHTbi nuTaHnn. 

5. 06fl3aTenbCTBa Olympus no AaHHOM rapaHTMM orpaHUHMBaraTcn MCKntoHHTeribHO peMOHTOM m 
3aMeH0M M3Aennfl. McKfifOHaeTCfl KaKafl-nn6o OTBeTCTBe h h ocTb 3a npnivibie mjim KOCBeHHbie 
y6biTKM m noBpe>KAeHLifl, noHeceHHbie BnaAenbLteM M3-3a HencnpaBHOCTM M3Aennn, b nacTHOc™, 
3a yGbiTKM m noBpe>KAeHMe KaKnx-nn6o o6"beKTMBOB, cpoTonneHOK m APyroro o6opyAOBaHMfl h 
aKceccyapoB, ncnorib3yeMbix c M3AeriLieM, a TaioKe y6biTKM m noBpe>KAeHMfl M3-3a 3aAep>KKM 
peMOHTHbix pa6oT m yTepn KaKOM-nn6o MHCpopiviauMM. flaHHbiM nyHKT He orpaHMHMBaeT 
nonoKeHMM AeMCTByramero 3aK0H0AaTenbCTBa. 

npHMenaHMyi no ncnonb30BaHMK) rapaHTMM 

1 . flaHHaa rapaHTun AewcTBMTeribHa TonbKO b cnynae KoppeKTHoro 3anoriHeHMfl rapaHTMMHoro 
ce pTMCpM KaTa Olympus mjim aBTopn30BaHHbiM AH-nepoM, Linn b cnynae HannHun APyrux 
AOKyivieHTOB, coAep>Kau4HX AOCTaTOHHbie AaHHbie. B rapaHTMMHOM cepTucpuKaTe aoji>kho 6biTb 
yKa3aH0 Bame nivia, Ha3BaHne AH-nepa, cepuMHbiM HOMep, toa, Mecflu, m A^Ta noKynKM. B 
npoTMBHOM cnynae k Heiviy Aon>KeH npunaraTbcn opurnHan cneTa-cpaKTypbi nnn TOBapHoro neKa 
(c yKa3aHneivi Ha3BaHMfl py\nepa, paTh\ noKynKM m Tuna M3Aennfl). Olympus MMeeT npaBO 
0TKa3aTb b 6ecnnaTH0M cepBMCHOM o6cny>KMBaHMLi, ecnn rapaHTMMHbm cepTwcpwoT HeBepHO 
3anoriHeH, k HeMy He npunaraeTcn oamh m BbiujeyKa3aHHbix AOKyivieHTOB nnn ecnn 
npeACTaBneHHan MHCpopiviauMa flBnneTCfl HenonHOM mjim HeAOCTO Be p h om . 

2. riocKOJibKy rapaHTMMHbiM cepTucpMKaT He BbiAaeTcn noBTopHO, xpaHHTe era b HaAe>KHOM MecTe. 
* CnncoK aBTopn30BaHHbix cepBMCHbix qeHTpoB Olympus no Bceiviy Mupy mo>kho Haii™ Ha caiiTe 

KOMnaHnn: http://www.olympus.com 
3aaBneHne o rapaHTMMHbix o6fl3aTeribCTBax 

B ashhom nenaTHOM npoAyKTe m nporpaMMHOM odecneneHnn, a TaioKe OTHOCMTenbHO mx, Olympus 
ne Ae-naeT hwoklix npnMbix nnn KOCBeHHbix 3aflBneHMM mjim rapaHTMM. Olympus He HeceT 
OTBeTCTBeHHOCTM no KaKMM-riLi6o npeAnonaraeMbiM rapaHTMAM npM noKynKe, no opMrnHaribHOMy 
cneTy-cpaKType, TOBapHOMy m KaccoBOMy neKy, npMMeHMMOCTM p,nn KaKOM-nnSo u,en\A, a TaioKe 
npnMbiM, KOCBeHHbiM m cnyHaMHbiM noBpe>KAeHLiaM (b tom HMcne, ho He orpaHMHMBancb, 
HenonyneHMeM aoxoaob npeAnpunTMniviM, npenflTCTBMflMM k mx AeflTeribHOCTM m noTepeM pa6oneM 

MHCp0pMai4MM), B03HMKaK)IHMM B pe3ynbTaTe MCnonb30BaHMfl MJIM HeB03MO>KHOCTL1 MCnOJlb30BaHMfl 

AaHHoro nenaTHoro npoAyKTa m nporpaMMHoroo6ecneHeHMfl. 3aK0H0AaTenbCTB0 HeKOTopbix CTpaH 
He npeAycMaTpMBaeT OTMeHbi mjim orpaHMHeHun OTBeTCTBeHHOCTM no KOCBeHHbiM m cnyHaMHbiM 
noBpe>KAeHMflM, nooTOMy BbiLueM3no>KeHHbie orpaHnneHMfl MoryT He npMMeHflTbca k BaM. 
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